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DIAGRAM OF AMERICAN HOSPITAL ASSOCIATION EXPOSITION HALL, 106th REGIMENT ARMORY, BUFFALO, N. Y. 


OFFICERS 

President, M. T. MacEachern, M. D.,- associate director, 
American College of Surgeons, 40 East Erie St., Chicago. 

President-Elect E. S. Gilmore, superintendent Wesley 
Memorial Hospital, Chicago. 

First Vice-President, J. B. Franklin, superintendent, Baylor 
Hospital, Dallas, Tex. 

Second Vice-President, C. W. Munger, M. D., superinten- 
dent, Grasslands Hospital, Valhalla, N. Y. 
Third Vice-President, Miss Emily Loveridge, superinten- 
dent, Good Samaritan Hospital, Portland, Ore. 
Treasurer, Asa S, Bacon, superintendent, 
Hospital, Wood and Congress Sts., Chicago. 

Executive Secretary, A. R. Warner, M. D., office of Asso- 
ciation, 22 East Ontario St., Chicago. 

BOARD OF TRUSTEES 

M. T. MacEachern M. D., ex-officio. 

E. S. Gilmore, ex-officio. 

Asa S. Bacon, ex-officio. 

Daniel D. Test, Pennsylvania Hospital, Philadelphia, Pa. 
(1924.) 

Richard P. Borden, Union Hospital, Fall River, Mass. 
(1924). 

A. C. Bachmeyer, M. D., Cincinnati General Hospital, 
Cincinnati, O. (1925.) 

Rev. Maurice F. Griffin, Youngstown, O. (1925.) 

Miss Alice P. Thatcher, Christ Hospital, Cincinnati, O. 
(1926.) 

A. K. Haywood, M. D., Montreal General Hospital, Mon- 


treal P. Q. (1926.) 
STANDING COMMITTEES 


CONSTITUTION AND RULES 
Richard P. Borden, chairman; Rev. H. L. Fritschel, Mil- 
waukee Hospital, Milwaukee, Wis., George O’Hanlon, M. D., 
general superintendent, Bellevue and Allied Hospitals, New 


York. 
RESOLUTIONS COMMITTEE 
W. H. Conley, M. D., chairman, medical superintendent, 
Metropolitan Hospital, Welfare Island, New York; John M. 
Peters, M. D., superintendent, Rhode Island Hospital, Provi- 
dence, R. I.; H. K. Thurston assistant director, Jackson 
Clinic; Madison, Wis. 
MEMBERSHIP COMMITTEE 
Lewis A. Sexton, M. D., chairman, superintendent, Hartford 
Hospital, Hartford, Conn.; Elmer E. Mathews, superinten- 
dent, Wilkes-Barre City Hospital, Wilkes-Barre, Pa.; Miss 
Marietta Barnaby, superintendent, Henry Heywood Hospital, 
Gardner, Mass. 


Presbyterian 


Out-PaTIENT COMMITTEE 
Alec N. Thomson, M. D., chairman, medical secretary, 
Committee on Dispensary Development, New York; A. K. 
Haywood, M. D.; Walter L. Niles, M. D., dean, Cornell 
University Medical College, New York. 
LEGISLATIVE COMMITTEE 
E. T. Olsen, M. D., chairman, superintendent, Englewood 
Hospital, Chicago; Howell Wright, executive secretary, 
Cleveland Hospital Council, Cleveland, O.; F. O. Bates, super- 
intendent, Roper Hospital, Charleston, S. C. 
: NoMINATION COMMITTEE 
C. J. Cummings, chairman, superintendent, Tacoma Gen- 
eral Hospital, Tacoma, Wash.; Walker White, superinten- 
dent, Wesley Memorial Hospital, Atlanta, Ga.; Miss E. G. 
Flaws, superintendent, Wellesley Hospital, Toronto, Ont.; 
Miss Geraldine Borland, superintendent, Blessing Hospital, 
Quincy, Ill.; George B. Landers. M. D., superintendent, 
Highland Hospital, Rochester, N. Y. 
SPECIAL COMMITTEES 
GAUZE RENOVATION AND STANDARDIZED DRESSINGS 
A. B. Denison, M. D., chairman, director, Lakeside Hos- 
pital, Cleveland. O.: Sister Cornelia and Sister Patricia, St. 
Vincent’s Charity Hospital, Cleveland; Sister Amadeus and 
Sister Agnes Therese, St. Tohn’s Hospital, Cleveland; Guy J. 
Clark, purchasine agent, Cleveland Hospital Council, Cleve- 
land; John D. Spelman, M. D., superintendent, Touro In- 
firmary, New Orleans, La. 
CoMMITTEF ON ACCOUNTING AND RECORDS 
A. C. Bachmever, M. D.. chairman; F. E. Chapman, direc- 
tor, Mt. Sinai Hospital. Cleveland: Tohn F. Bresnahan, M. 
D., superintendent, Bridgeport Hospital. Bridgeport, Conn. 
CoMMITTFE ON HospttaL FLOORING 
F. E. Chapman, chairman; Charles H. Young, M. D., super- 
intendent, Hospital of the Good Shepherd, Syracuse. N. Y.; 
C. F. Owsley, Cuyahoga Building, Cleveland: Thomas How- 
ell, M. D., medical superintendent, Society of the New York 
Hospital. New York: JT. W: McBurney, engineer of tests, 
board of education, Cleveland. 


HOSPITAL MANAGEMENT 


Officers and Committees, American Hospital Association 


. 


Pusitic HEALTH COMMITTEE 

Albert S. Hyman, M. D., chairman, superintendent, Beth 
David Hospital, New York; Robert J. Wilson, M. D., director 
of hospitals, department of health, Willard Parker Hospital, 


New York. 
INTERN COMMITTEE 
Nathaniel W. Faxon, M. D., chairman, director, Strong 
Memorial Hospital, Rochester, N. Y.; Ruth E. Castelaw, M. 
D., superintendent, Christian Church Hospital, Kansas City, 
Mo.; Mary R. Lewis, M. D., medical director, West Philadel- 
phia Hospital for Women, Philadelphia; John M. Dodson, M. 
D., dean, Rush Medical College, Chicago. 
COMMITTEE ON CLEANING 
C. W. Munger, M. D., chairman; D. L. Richardson, M. D, 
superintendent, City Hospital, Providence, R. I.; H. E, 
Bishop, superintendent, Robert Packer Hospital, Sayre, Pa.; 
Louis H. Burlingham, M. D., superintendent, Barnes Hos- 
pital, St. Louis, Mo.; John A. Wylley, San Francisco, Cal.; 
Joseph B. Howland, M. D., superintendent, Peter Bent Brig- 
ham Hospital, Boston, Mass.; Henry J. Southmayd, Cleve- 
land, O.; Walter Williams, Cincinnati. 
COMMITTEE ON EpucaTION OF HospITaL EXeEcurTIves 
F. A. Washburn, M. D., chairman, director, Massachusetts 
General Hospital, Boston; W. C. Rappleye, M. D., superin- 
tendent, New Haven Hospital, New Haven, Conn.; Christo- 
pher G. Parnall, M. D., superintendent, Rochester General 
Hospital, Rochester, N. Y. 
CoMMITTEE ON ButLpinc CopEs 
Charles F. Owsley, chairman; Charles A. Drew, M. D., 
superintendent, City Hospital, Worcester, Mass.; Leo Lick- 
erman, mechanical- engineer, Chicago; Oliver H. Bartine, 
superintendent, Hospital for Joint Diseases, New York. 
CoMMITTEE ON Nurses’ ScHOoL BupGETS 
George O’Hanlon, M. D., chairman; Frank S. Shaw, presi- 
dent, board of managers, Presbyterian Hospital, Chicago; 
Willis G. Nealley, M. D., superintendent, Brooklyn Hospital, 
Brooklyn; Miss Elizabeth A. Greener, superintendent. of 
nurses, Mt. Sinai Training School, New York; Sister Helen 
Jarrell, superintendent of nurses, St. Bernard’s Hospital, 
Chicago. 
BuILDING—CONSTRUCTION—EQUIPMENT— MAINTENANCE 
S. S. Goldwater, M. D., chairman, director, Mt. Sinai Hos- 
pital, New York; C. C. Burlingame, M. D., executive officer, 
joint administrative board, Columbia University and Pres- 
byterian Hospital, New York; L. R. Curtis, vice-president, St. 
Luke’s Hospital, Chicago; George F. Stephens, M. D.; W. E. 
Woodbury, M. D., director, Fifth Avenue Hospital, New 
York; Frank E. Chapman; R. G. Brodrick, M. D., director, 
Alameda County Hospital, San Leandro, Cal.; Ralph B. 
Seem, M. D., director, Albert Merritt Billings Hospital, Chi- 
cago; D. M. Robertson M. D., superintendent, Civic Hos- 
pital, Ottawa, Ont.; H. E. Webster, superintendent, Royal 
Victoria Hospital, Montreal P. Q. 
GENERAL FURNISHINGS AND SUPPLIES 
Miss Margaret Rogers, Chairman, superintendent, LaFay- 
ette Home Hospital, LaFayette, Ind.; P..W. Wipperman, M. 
D., superintendent, Decatur and Macon County Hospital, De- 
catur, Ill.; Miss Mary L. Keith, Rochester, N. Y.; Miss An- 
nette B. Cowles, superintendent, Children’s Free Hospital, 
Louisville, Ky.; H. W. Loeb, M. D., dean, St. Louis Uni- 
versity School of Medicine, St. Louis, Mo.; Sister Rose 
Sy igaeg superintendent, Good Samaritan Hospital, Cincinnati, 
io. 
CLINICAL AND SCIENTIFIC EQUIPMENT AND Work 
K. H. Van Norman, M. D., chairman, superintendent, 
Charles T. Miller Hospital, St. Paul; Minn.; Charles E. Stew- 
art, M. D., assistant superintendent, Battle Creek Sanitarium, 
Battle Creek, Mich.; F. R. Nuzum, M. D., medical director, 
Santa Barbar Cottage Hospital, Santa Barbara, Cal.; S. G 
Davidson. superintendent, Butterworth Hospital, Grand 
Rapids, Mich. 
Foops AND EguIPMENT FoR Foop SERVICE C 
F. R. Nuzum, M. D., chairman; C. W. Munger. M. D.; C. J. 
Decker, superintendent, Toronto General Hospital, Toronto, 
Ont.; Miss Florence Smith, department of dietetics, St. 
Mary’s Hospital, Rochester. Minn.; Miss Lulu G. Graves, 
supervising dietitian, Mt. Sinai Hospital, New York; Miss 
Adah H. Patterson, superintendent, St. Luke’s Hospital. St. 
Paul, Minn.; Miss Alice M. Gaggs. superintendent, Norton 
Memorial Infirmary, Louisville, Ky.; Perry W. Swern. 
Chicago. 
CoMMITTEE ON TEXTILES 
Herman Smith. M. D., chairman, sunerintendent, Michael 
Reese Hospital, Chicago.; W. P. Morrill. M. D., superinten- 
(Continued on page 13) 

















A, H. A. CONVENTION SUPPLEMENT 


PROGRAM 


OF THE 


TWENTY-SIXTH ANNUAL CONFERENCE 
OF THE 


AMERICAN HOSPITAL ASSOCIATION 
One Hundred and Sixth Armory, Buffalo, New York, October 6 to 10, 1924 


MONDAY, OCTOBER 6—9:00 A. M. to 2:30 P. M. 
Registration, Lobby of Armory 
Exposition, Drill Hall of Armory 

MONDAY AFTERNOON, OCTOBER 6 

Small Hospital Section, theater of armory. 

Miss Charlotte Janes Garrison, chairman, superintendent, 
Polk County Hospital, Des Moines, Ia.; Miss Myral M. 
Sutherland, gig, superintendent, Mary McClellan Hos- 
pital, Cambridge, N : 

2:30 p. m.—“The Future and the Small Hospital,” B. W. 
Caldwell, M. D., superintendent, University of Iowa Hospital, 
Iowa City. 

Discussion, 

2:55 p. m—“One Solution for Bringing Metropolitan Serv- 
ices to Small Country Communities,” Denver M. Vickers, M. D. 

3:20 p. m—Round Table Conference, conducted by Miss G. 
Gruver, superintendent, Davis Hospital, Pine Bluff, Ark. 

a, Securing of Probationers, Mrs. B. M. Hopper, super- 
intendent of nurses, Jackson Infirmary, Jackson, Miss. 

b. Educational Standards for Nurses, Miss Elizabeth 
Greener, principal, Mt. Sinai School of Nursing, 
New York. 

c. Allowances to Nurses While in Training, Miss Anna 
re  asee superintendent, Hurley Hospital, Flint, 

ich. 

d. Training School Affiliation, Miss Elizabeth Burgess, 
director, nursing education, Albany, N. Y. 

e. Personnel for a Fifty-Bed Hospital, W. L. Babcock, 
M. D., director, Grace Hospital, Detroit, Mich. 

f. Purchasing, Rev. F. O. Hanson, superintendent, Luth- 
eran Hospital, Des Moines, Ia. 

g. Laboratory Fees, Mrs. H. M. F. Bowman, Women’s 
College Hospital, Toronto. 

h. Case Records, Miss Margaret Rogers, Home Hospital, 

Lafayette, Ind. 

General Discussion. 

MONDAY AFTERNOON, OCTOBER 6 

Out-Patient Section, ball room of armory. 

Frank E. Wing, chairman, director, Boston Dispensary, 
Boston, Mass.; Boris Fingerhood, secretary, superintendent, 
United Israel-Zion Hospital, Brooklyn, N. Y. 

2:30 p. m—Report of the Out-Patient Committee, Alec N. 
cna, va D., chairman, medical secretary, Committee on 
Dispensary Development, 15 West 43rd Street, New York. 

Progress Report. 

Suggested standards for out-patient medical practice, plac- 
ing particular emphasis upon the selection and appointment 
of the out-patient department staff. This report will supple- 
ment the committee report, “Ideals and Policies for the Ad- 
ministration of Clinics Doing Out-Patient Work,” as sub- 
mitted to the Association at Milwaukee last year. 

3 p. m—“The Medical Profession in Its Relation to the 
Dispensary; Its Opportunity and Its Responsibility.” 

1. “Opportunity—From the Point of View of Medical 
Education; Graduate Teaching,” John E. Jennings, 
M. D., attending surgeon, Brooklyn Hospital; presi- 
dent-elect of the Medical Society of the County of 
Kings; chairman, Joint Committee on Graduate 
Medical Education of the County Society and the 
Long Island College Hospital. 

b. “Responsibility—From the Point of View of the Im- 
portance of Out-Patient Work and the Necessity of 
Adequate Staff Organization,” A. K. Paine, M. D., 
surgeon-in-chief, department of diseases of women, 
The Boston Dispensary, Boston, Mass.; visiting ob- 
stetrician, Booth Hospital, Boston ; assistant profes- 
sor of obstetrics, Tufts College Medical School; 
assistant in gynecology, Harvard Medical School, 
Courses for Graduates. 

General Discussion. 

MONDAY EVENING, OCTOBER 6 

Opening General Session, ball room, Statler Hotel, 
President MacEachern, presiding. 

8 p. m—lInvocation, Rev. Cameron J. Davis, Trinity Prot- 
Le Episcopal Church, Buffalo. 

Address of welcome, Hon. Frank X. Schwab, Mayor of 
Buffalo, 

Address of welcome on behalf of hospitals of Buffalo, R. 


R 





Rk. Ross, M. D., superintendent, Buffalo General Hospital. 

Response to the audress o1 weicome, Vaniel D. ‘lest, trustee 
ot the Association, superintendent, Pennsylvania Hospital, 
Whiladelphia. 

Address of the president, Malcolm T. MacEachern, M. D., 
president. 

Report of trustees, 
trustee of the A. H. A.; 
Mass. 

Report of the treasurer, Asa S. 

Report of the executive secretary, A. 
executive secretary. 

Report of the membership committee; report of progress 
in the general membership campaign, Lewis A. Sexton, M. D., 
chairman, Hartford Hospital, Hartford, Conn. 

“The Hospitals and the Workmen’s Compensation Laws,” 
John A. Lapp, director, social action department, National 
Catholic Welfare Council, Chicago. 

“Hospital Publicity,” Ralph W. Keeler, counsellor in pub- 
licity, Board of Hospitals and Homes of the Methodist Epis- 
copal Church, New York. Discussion led by C. S. Pitcher, 
superintendent, Presbyterian Hospital, Philadelphia. 

“Our Responsibility to the American Hospital Association,” 
Robert Jolly, superintendent, Baptist Hospital, Houston, Tex. 
TUESDAY MORNING, OCTOBER 7 

General Session, theater of armory, President MacEach- 
ern, presiding. 

9:30 a. m.—Report of the Intern Committee (printed), 
Nathaniel W. Faxon, M. D., chairman, superintendent, Strong 
Memorial Hospital, Rochester, N. Y. Referred to the admin- 
istration section, Tuesday afternoon, 2:30 p. m. 

Report of the Committee on Buildings—Construction, 
Equipment and Maintenance (printed), S. S. Goldwater, 
M. D., chairman, director, Mount Sinai Hospital, New York. 
Referred to the construction section, Thursday afternoon, 
2:30 p. m. 

Report of the Committee on Foods and Equipment for 
Food Service (printed), F. R. Nuzum, M. D., chairman, 
director, Santa Barbara Cottage Hospital, Santa Barbara, 
Calif. Referred to the dietetic section Tuesday afternoon, 
2:30 p. m. 

Fourth Report of the Committee on Accounting and Rec- 
ords (printed), A. C. Bachmeyer, M.D., chairman, superin- 
tendent, Cincinnati General Hospital, Cincinnati, O. Referred 
to the administration section, Tuesday afternoon, 3:15 p.m. 

Report of the Special Committee on Cleaning (printed), 
C. W. Munger, M. D., chairman, superintendent, Grasslands 
Hospital, Vallhalla, N. Y. Referred to the administration 
section, Wednesday afternoon, 2:30 p. m. 

Report of Committee on Clinical and Scientific Equipment 
and Work (printed), K. H. Van Norman, M. D., chairman, 
superintendent, Charles T. Miller Hospital, St. Paul, Minn. 
Referred to the administration section Wednesday afternoon, 
3:00 p m. 

Report of Committee on General Furnishings and Sup- 
plies (printed), Miss Margaret Rogers, chairman, superin- 
tendent, LaFayette Home Hospital, LaFayette, Ind. Referred 
to the administration section, Wednesday evening, 8 p. m. 

Report of Out-Patient Committee (printed), Alec N. 
Thomson, M. D., chairman. Referred to the out-patient sec- 
tion, Monday afternoon, 2:30 p. m. 

Report of Committee on Relation of Hospitals to Public 
Health Activities (printed), Albert S. Hyman, M. D., chair- 
man, superintendent, Beth David Hospital, New York. Re- 
ferred to the administration section, Tuesday afternoon, 
3:45 p. m. 

Report of the Committee on the Training of the Hospital 
Administrator (printed), F. A. Washburn, M. D., chairman, 
director, Massachusetts General Hospital, Boston. Referred 
to the administration section, Wednesday evening, 8:25 p. m. 

ree of the Legislative Committee (printed), E. T. Olsen, 
M. D., chairman, superintendent, Englewood Hospital, Chi- 
cago. Referred to the administration section, Wednesday 
evening, 8:50 p. m. 

Report of the Committee on Building Codes (printed), 
Charles F. Owsley, chairman, Cuyahoga Bldg., Cleveland. 
Referred to the construction section, Thursday afternoon, 


read by Richard P. Borden, senior 
trustee, Union Hospital, Fall River, 


Bacon, treasurer. 
R. Warner, M. 


D., 


:30 p. m. 
Report of the Committee on Training School Budgets 
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(printed), George O’Hanlon, M. D., chairman, general med- 
ical superintendent, Bellevue and Allied Hospitals, New York. 
Referred to the nursing section, Wednesday evening, 8 p. m. 

Report of the Committee on Cancer Control (printed), 
Ernst P. Boas, M. D., chairman, medical director, Montefiore 
Hospital, New York. Referred to the administration section, 


Wednesday evening, 9:10 p. m. 


Committee on the Relation of Governmental Bureaus and 
Departments to Hospitals (printed), Clarence E. Ford, chair- 
man, superintendent, Division of Medical Charities, New 
York Board of Charities, Albany.’ Referred to the adminis- 
tration section, Wednesday evening, 9:30 p. m. 

Report of Hospital Library and Service Bureau (printed), 
Miss Donelda R. Hamlin, director, me 

Report of the Nominating Committee, J. Cummings, 
chairman, superintendent, Tacoma General Hospital, Tacoma, 
Wash. 

Appointment of election tellers by the president. 

“The Relation and Responsibility of the General Hospital 
in the Care and Treatment of:the Special Groups of Patients.” 

a. “Tuberculosis,” T. B. ‘Kidner, institutional secretary, 
National Tuberculosis Association. 
Discussion, A. C. Bochimeyer, M. D. 
b. “Psychiatric,” William C. Sandy, M:*D., director, 
Bureau of Mental Health, Harrisburg, Pa. 
Discussion, George F. Stephens, M. D. 
¢. “Incurable,” Rev. H. L.'Fritschel, nn. Mil- 
waukee Hospital, Milwaukee, Wis; - 
Discussion, Ernst P. Bdas,. MiD.— . Sheet ad. 


TUESDAY AFTERNOON, OCTOBER 7 

Luncheon and Round Table for those interested in 
nursing. Exposition hall, armory, 1 to 2 p. m. Mrs. Anne 
L. Hansen, president, New York State Nurses’ Association, 
chairman. Miss Alice Shepherd Gilman, nurses’ examiners’ 
office, New York State Department of Education, will speak 
on “What Is a General Hospital?” and “Can a Nurse Be 
Properly Trained in Any but a General Hospital?” 

TUESDAY AFTERNOON, OCTOBER 7 
Administration Section, theater of armory. 
Ralph B. Seem, M. D., chairman, director, Albert Merritt 


- Billings Hospital, Chicago; S. R. Johnston, secretary, superin- 


tendent, Grady Hospital, Atlanta, Ga. 

2:30 p. m.—Report of the Intern Committee, Nady Wy 
Faxon, M. D., chairman. a 

Discussion, F.C. Zopffe, M. D., Chicago. 

Sse m.—Report of the Committee on Accounting* and 
Records, A C. Bachmeyer, M. D., chairman. 

Discussion, A. K. Haywood, M. D. 

3:45 p. m.—Report of the Committee on Relation of Hos- 
pitals to Public Health Activities, Albert S. Hyman, M. D., 
chairman. 

Discussion, Henry A. Rowland, Department of Health, 
Toronto. 

TUESDAY AFTERNOON, OCTOBER 7 

Dietetic Section, ball room of armory. 

Miss Lulu G. Graves, chairman, supervising dietitian, Mt. 
Sinai Hospital, New York; Miss Marion Peterson, secretary, 
dietitian, Miami Valley Hospital, Dayton, O. 

2:30 p. m.—‘‘Report of the Committee on Foods and Equip- 
ment for Food Service,” F. R. Nuzum, M. D., chairman. 

Discussion opened by 12 pe ON oF Parnall, medical director, 
Rochester General Hospital, Rochester, N Y. 

3 p. m—“The Economy of Modern Methods in Study and 
Treatment of Diabetes,” Dr. George Baehr, Mount Sinai Hos- 
pital, New York. 

Discussion opened by Dr. John R. Williams, Highland Hos- 
pital, Rochester, N. Y. 

3:30 p. m—“Unified Dietary Service of a Hospital,” Kate 
Daum, Ph.D., Presbyterian Hospital, New York. 

“The Place of Edible Gelatin in General and Special Dieta- 
ries,’ Thomas B. Downey, M. D., Mellon Institute of Indus- 
trial Research, University of Pittsburgh, Pittsburgh, Pa. 

TUESDAY EVENING, OCTOBER 7 

Dinner, General Session, ball room, Statler Hotel, Presi- 
dent MacEachern, presiding. 

. Invocation, Rabbi Louis J. Kopald, Temple Beth Zion, Buf- 
alo. 

Introduction of Representatives of U. S. Government 
Army, Navy, Public Health Service, and Veterans’ Bureau, 
and of Soldiers Civil Re-establishment of Canada. 

Introduction of Representatives from Foreign Countries. 

“Concerning Hospital Origins,” S. S. Goldwater, M. D. 


director, Mt. Sinai Hospital, New York. 
Dancing, 10 p. m. to 1 a. m. 
WEDNESDAY MORNING, OCTOBER 8 
General Session, theater of armory, President MacEach- 
ern, presiding. 
9:30 a. m— 


“The Hospital in Relation to the Health Depart- 


+ 
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ment,” Henry A. Rowland, secretary, Department of Health, 

Toronto. 

10 a. m—Round Table Conference, conducted by Joseph C. 
Doane, M. D., superintendent, Philadelphia General Hospital, 
Philadelphia, Pa. 

a. The relative value of per capita cost figures as a 
measure of hospital efficiency. Discussion opened by 
A. C. Bachmeyer, M. D. 

b. Means of judging whether the hospital is performing 
its full duty to the community. Discussion opened 
by Joseph B. Howland, M. D., superintendent, Peter 
Bent Brigham Hospital, Boston, Mass. 

c. How to get and hold good interns. Discussion opened 
by Winford H. Smith, M. D., director, Johns Hop- 
kins Hospital, Baltimore. 

d. Ways and means of making the nurse’s three years 
of training more profitable to her and to her hospital. 
Discussion opened by Miss Helen Wood, dean of 
nursing, University of Rochester, Rochester, N. Y. 

The best methods of organizing and conducting the 
out-patient department. Discussion opened by Dan- 
iel Test. 

f. The functions of the medical-social service depart- 

ment in the hospital. Discussion opened by Frederic 

A. Washburn, M. D. 

g. The methods of securing and filing hospital case rec- 
ords, and the manner of.advancing scientific medi- 
cine by their use. Discussion opened by George F. 
Stephens, M. D., superintendent, Winnipeg General 
Hospital, Winnipeg, Manitoba. 

Hospital fire hazards—means and prevention. Discus- 
sion opened by W. Crane Lyon, superintendent, 
Mercer Hospital, Trenton, N. J. 

i. The apportionment of the hospital dollar in relation to 
food, heat, light, power, supplies, etc. Discussion 
opened by Paul H. Fesler, — State 
University Hospital, Oklahoma City, Okla. 

j. Best methods of the preparation, sterilization and dis- 
tribution of the hospital bandages, plaster and sterile 
goods. Discussion opened by Miss Amy Hilliard, 
superintendent of nurses, Samaritan Hospital, Troy, 
N. Y., and Miss Caroline McKee, chief examiner, 
State Medical Board, Columbus, O. 


WEDNESDAY AFTERNOON, OCTOBER 8 
Luncheon and Round Table for those interested in 
nursing. Exposition hall, armory, 1 to 2 p. m, “The Proper 
Relationship of Hospital, Dispensary and Field Nursing,” 
Miss Janet Geister, R. N. 
WEDNESDAY AFTERNOON, OCTOBER 8 

Administration Section, theater of armory. 

Ralph B. Seem, M. D., chairman; S. R. Johnston, secretary. 

2:30 p. m—Report of the Committee on Cleaning, C. W. 
Munger, M. D., chairman. 

Discussion, James V. Norris, 
Hospital, New York. 

3 p. m—Report of the Committee on Clinical and Scientific 
Equipment and Work, R. H. Van Norman, M. D., chairman. 

a. Report of sub-committee on diabetes—its treatment 
by insulin, Franklin R. Nuzum, M. D. 
Discussion opened by Walter S. Goodale, M. D., 
director, Buffalo City Hospital, Buffalo, N. Y. 

b. Report of sub-committee on physiotherapy in hospitals, 
Charles E. Stewart, M. D., associate medical direc- 
tor, Battle Creek Sanitarium, Battle Creek. Mich. 

Discussion, J. H. Kellogg, M. D., medical director, 
Battle Creek Sanitarium, Battle Creek, Mich. 

c. Report of sub-committee on laboratories in hospitals, 
S. G. Davidson, superintendent, Butterworth, Hospi- 
tal, Grand Rapids, Mich. 

WEDNESDAY AFTERNOON, OCTOBER 8 

Trustee Section, ball room of armory. 

Henry J. Fisher, chairman, president, Manhattan Eye, Ear 
and Throat Hospital, New York; W. M. Gartshore, secretary, 
trustee, Victoria Hospital, London, Ont. 

:30 p. m—Report of the Committee of Trustee Section, 

Henry J. Fisher. 

2:50 p. m.—“Hospital Organization from the Point of View 
of the Medical Staff,” David L. Edsall, M. D., dean, Harvard 
College of Medicine, Cambridge, Mass. 

3:10 p. m.—“Hospital Organization from the Point of View 
of Community Relations, Including the Out-Patient Depart- 
ment, Etc.” 

3:30 p. m.—“Hospital Organization from the Point of View 
of Community Support.” 

General Discussion. 

WEDNESDAY EVENING, OCTOBER 8 

Administration Section, theater of armory. 

Ralph B. Seem, M. D., chairman; S. R. Johnston, secretary. 

8 p. m—Report of the Committee on General Furnishings 
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A Wonderful Waterproof Material 


Impervo for Hospital use wherever a waterproof material is required. 

Soft, sanitary, non-heating and durable, this fabric is absolutely impervious 
to water, urine, oil, grease, blood, acids or other deposits. 

Conditions that destroy rubber or rubberized sheeting have no effect on 
Impervo. 


The many hospitals already using Impervo is an indorsement that we are 
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Write us today for free samples and complete information. 
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and Supplies, Miss Margaret Rogers, chairman. 
Henry Hedden, M. D., Memphis, Tenn. 

8:25 a. m.—kKeport ot the Commuitee on the Training of 
the Hospital Ad-ninistrator, F. A. Washburn, M. D., chairman. 

Discussion, A. C. Bachmeyer, M. D.; Maj. E. A. Fitzpatrick, 
Marquette University, Milwaukee, Wis. 

8:50 p. m.—kKeport ot the Legisiative Committee, E. T. 
Olsen, M. D., chairman. 

9:10 p. m.—kKeport of the Committee on Cancer Con:rol, 
Ernst P. Boas, M. D., chairman. 
9:30 p. m—Committee on the Relation of Governmental 


Bureaus and Departments to Hospital, Clarence E. Ford, 
chairman. Discussion, A. B. Denison, M. D. 
9:50 p. m.—General Discussion. 
WEDNESDAY EVENING, OCTOBER 8 
Nursing Section, ball room of armory. 
Miss Jean I. Gunn, R. N., chairman, superintendent, 
nurses, Toronto General Hospital, Toronto, Ont.; Miss 


Shirley Titus, R. N., secretary, superintendent of nurses, 
Columbia Hospital, Milwaukee, Wis. 

8 p. m.—Report of the committee on training school 
budgets: George O'Hanlon, M. D., chairman. 

8:30 p. m.—““To What Extent Should a Hospital Depend 
on the Students of the School of Nursing for the Nursing 
Service of the Hospital,” Helen Wood, director, school of 
nursing, Strong Memorial Hospital, Rochester, N. Y. 

Discussion opened by Evelyn Wood, executive secre- 
tary, Central Council for Nursing Education, Chicago. 

9 p. m—“The Relationship of the Superintendent of 
Nurses to the Board of Trustees,” Mrs. Carl H. Davis, 
chairman, training school committee and member, board 
of trustees, Columbia Hospital, Milwaukee, Wis. 

Discussion opened by Miss Ruth Hart Eddy, chairman, 
training school committee, Good Samaritan Hospital, 
Troy, N. 

9:30 p. m. .—“Is the Preparation of the Student Nurse 
for Special Branches of Nursing the Responsibility of the 
Training School?” Miss Elizabeth Greener, director, school 
of nursing, Mt. Sinai Hospital, New York. 

THURSDAY MORNING, OCTOBER 9 

General Session, theater of armory, President MacEach- 
ern, presiding. 

9:30 a. m—“The Teaching Function of a Hospital.” 
(a) “Some Special Problems of Teaching Hospitals,” 
John A. Hornsby, M. D., superintendent, University of 
Virginia Hospital, Charlottesville. 

9:50 a. m.—(b) “Possibilities of Post-Graduate Instruc- 
tion by Non-Teaching Hospitals,” W. P. Morrill, M. D., 
superintendent, Shreveport Charity Hospital, Shreve- 
port, La. 

10:10 a. m—(c) “The Hospital as a Teaching Center 
for Nursiag,” Miss Adda Eldredge, director, bureau of 
nursing education, Madison, Wis. 

10:30 a. m.—(d) “Observation Courses for Hospital Ex- 
ecutives,” John M. Smith, superintendent, Hahnemann 
Hospital, Philadelphia. 

10:50 a. m—General discussion, A. K. Haywood, M. D.; 
Joseph B. Howland, M. D. 


THURSDAY AFTERNOON, OCTOBER 9 

Social Service Section, theater of armory. 

Miss Ida M. Cannon, chairman, director, social service 
department, Massachusetts General Hospital, Boston; 
Miss Lena R. Waters, secretary, American Association of 
Hospital Social Workers. 

2:30 p. m—“Application of Social Service to the Prob- 
lems of the Small Hospital,’ Mrs. Martha J. Megee, 
social service consultant, department of public welfare, 
Harrisburg, Pa. 

3 p. m—*The Relation of the Patients’ Library to the 
Social Service Department.” Miss Perrie Tones. Public 
Library, St. Paul, Minn. Discussion, Miss Ethel H. Bates, 
superintendent, Olean, N. Y., General Hospital; Miss Eliza- 
beth Wisner, American Red Cross, Washington, D. C.; Miss 
Mabel Wilson, president, American Association of Hospital 
Social Workers. 

3:30 p. m.—General discussion. 


THURSDAY AFTERNOON, OCTOBER 9 

Construction Section, theater of armory. 

E. S. Gilmore, chairman, superintendent, Wesley Me- 
morial Hospital, ‘Chicago; O. H. Bartine, secretary, super- 
intendent, Hospital for Joint Diseases, ‘New York. 

2:30 p. m.—Report of committee on buildings—construc- 
tion, equipment and maintenance, S. S. Goldwater, M. D., 
chairman, 

2:50 p. m.— Planning and Construction of Labora- 
tories,” C. J. Cummings, superintendent, Tacoma General 
Hospital. 
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Discussion, 





Discussion opened by Robert Jolly, superintendent, 
Baptist Hospital, Houston, ‘lex. 

3:10 p. m.—‘‘Adaptability of Tiles for Hospital Require- 
ments,” Carl H. Geister, fellow, Mellon Institute, Pittsburgh, 
ake 

3:30 p. m.—Report of the committee on building codes, 
Charles F. Owsley, chairman. 

3:50 p. m.—General discussion. 

THURSDAY EVENING, OCTOBER 9 

General Session, Statler Hotel, President MacEachern, 
presiding. 

8 p. m.—‘‘What Is an Efficient Hospital?” 
M. D., superintendent, St. Luke’s Hospital, 

Discussion, James Kk. Mays, Union Hospital, 
Mass. 

8:30 p. m.—The Development of “94 Alameda County 
Hospital Plan,” R. G. Brodrick, M. director of hospi- 
tals, Alameda County Hospital, San genet Calif. 

9 p. m—‘“‘The Relation ot the ‘State and County Hospi- 
tal to the Prevention and Care of Disease,” Joseph R. 


C. S. Woods, 
Cleveland, O. 
Fall River, 


Morrow, M. D., superintendent, Bergen County Hospital, 
Ridgewood, N. J. Discussion, George A. Collins, superin- 
tendent, University of Colorado Hospital, Denver. 


9:30 p. m.—General discussion. 

FRIDAY MORNING, OCTOBER 10 

General Session, theater of armory, President MacEach- 
ern, presiding. 

9:30 a. m.—“The Hospitalization of Infectious Viseases,” 
D. L. Richardson, M. D., superintendent, Providence City 
Hospital, Providence, R. I. Discussion, Norman C. Bender, 
M. D., acute contagious disease service, Buffalo City Hopsital. 

10 a. m.—Round table conference conducted by Asa S. 
Bacon, superintendent, Presbyterian Hospital, Chicago. 

a. Which Is the Better, Dressing Patients in the Wards 
or Taking Them to a Central Dressing Room? Dr. 
Lewis A. Sexton, Miss Alice M. Gaggs, Supt. J. 
N. Norton, Memorial Infirmary, Louisville. 

b. Do You Fumigate After Contagion and Why? T. 
T. Murray, superintendent, City Hospital, Saskatoon, 
Sask. 

c. Should Nurses Take Oral Orders from a Physician? 
Mrs. Nan H. Ewing, principal, school of nursing, 
Ravenswood Hospital, Chicago. 

d. How Can Our Hospital Beds Be Kept Full? There Is 
a Cry for More Beds All Over the Country and 
the United States Census Shows Only About 52 
Per Cent Occupied All the Year. Paul H. Fesler; 
Dr. Burki, superintendent, University of Wisconsin 
Hospital, Madison. 

e. Can High Standard Nursing Efficiency Be Maintained 
in a Hospital Giving a Two Years’ Course of Train- 
ing? Miss Adah H. Patterson; Dr. E. T. Olsen. 

f. Should the Association Have a Section for Women’s 
Auxiliary Boards? 

g. Should General Hospitals Have a Psychiatric Depart- 
ment? Should We Give More Attention to These 
Patients Than We Do? Dr. M. F. Steele, superin- 
tendent, Hope Methodist Hospital, Fort Wayne, Ind. 


h. Should Records Be Kept in the Dietetic Department 
Regarding the Patient and Diet, the Same to Be- 
come a Part of the Permanent Records? Dr. B. 
C. Caldwell, superintendent, University Hospital, 
Iowa City. 

i. Should Ward Patients Be Permitted to Smoke in the 
Wards? 

j. Is Standardization of Bed Linen Desirable? 

k. Is It Advisable to Put All Unpaid Bills in the Hands 


of a Collector? 
1. Js a Water Softener an Economy in a Hospital Laun- 
dry and Power Plant? W. C. Lyon; Dr. A. K 
Haywood. 

. Should Economic Responsibility Be 
Heads of the Various Departments? 
F. Stephens. 

n. How to Account for Missing Articles and Valuables 
of the Patient? Dr. John D. Spelman. 

o. What Should Be the Attitude of a Hospital (Not a 
Teaching Hospital) Towards a Staff Member Who 
Asks for an Intern to Be Assigned to Him Exclu- 
sively and Who Is Willing to Finance This Intern? 
Henry G. Yearick, superintendent, Homeopathic 
Hospital, Pittsburgh. 

p. What Is Understood by an Endowed Room? What 
Are the Privileges of a Person Endowing a Private 
Room? Dr. L. G. Reynolds. superintendent, Meth- 
odist Hospital of Southern California, Los Angeles. 

q. If Through a Mistaken Diagnosis Another Patient 
Contracts the Disease and Has to Be Quarantined 
for a Period of Time, Is the Hospital Obliged to 


Vested in the 
Dr. George 
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No. 7-B—Has six 8%-quart and 
three 3-quart compartments. Serves 
up to 50 patients. Roomy cup- 
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Throughout, the Ideal is made of 
the best materials obtainable. The 
chassis is of heavy angle steel finished in 
a sanitary aluminum enamel baked on. It 
is set firmly on large Colson ball bearing 
wheels—free rolling and quiet. 


The food boxes themselves are made of 
Monel Metal—easy tv clean and keep clean 
and remarkable in their temperature re- 
taining properties. The Ideal is made for 
years of Hospital use. 


The Toledo Cooker Co. 
Toledo, Ohio 


Write Department 16 for our catalog. 
There is a practical Ideal for any type 
hospital — both for private rooms and 
ward service. Over 400 leading hospitals 
in the United States are using these 
Conveyors today. Let us send you a list 
of users. 
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Care for the Patient Free of Charge or Should the 
Attending Physician, Because of His Mistake, Be 
Compelled to Pay the Hospital Charges? Boris 
Fingerhood, superintendent, United Israel-Zion Hos- 
pital, Brooklyn; Dr. William W. Leake, superinten- 
dent, Charity Hospital, New Orleans. 


r. Is It the Sense of This Meeting That a School for the 
Training of Hospital Executives Be Speeded Up 
and Should it Be a University Course or Not? Louis 
C. Trimble, superintendent, Post-Graduate Medical 
oe and Hospital, New York; Dr. John F. Bres- 
nahan. 


Should the Superintendent Be Invited to All Staff 
Meetings? Mrs. H. M. F. Bowman, superintendent, 
Women’s College Hospital, Toronto; Dr. J. L. Mc- 
Elroy, superintendent, Ancker Hospital, St. Paul. 


What Temperature Is the Index Between an Infected 
and a Non-Infected Obstetrical Case? Mrs. V. R. 


Hoener, superintendent, Chicago Memorial Hospital, 
Chicago. 
FRIDAY AFTERNOON, OCTOBER 10 

General Session and Business Meeting, theater of 
armory, President MacEachern, presiding. 

2:30 p. m.—“The Status of the Budget in the Operation 
of a Hospital,” Frank E. Chapman, director, Mount Sinai 
Hospital, Cleveland, O. 

2:50 p. m—‘“‘Some Fundamental Problems in Hospital Ad- 
ministration,” E. M. Bluestone, M. D., director, Mount Sinai 
Hospital, New York. 

Report of election results. 

3:10 p. m.—Report of committee on resolutions, W. H. 
Conley, M. D., chairman, medical superintendent, Metropoli- 
tan Hospital, Welfare Island, New York. 

3:15 p. m.—Report of the committee on constitution and 
rules, Richard P. Borden, ont tag 
3:20 p. m—The new president, 

chair. 

Announcement of committee 


. S. Gilmore, takes the 


appointments for 1925. 


Committees on Local Arrangements for A. H. A. 


EXECUTIVE COMMITTEE 

Walter S. Goodale, M. D., chairman; David C. Adie, 
Rev. John J. Boland, Samuel B. Botsford, Miss Mary 
Churchyard, Rev. Cameron J. Davis, Dr. Herman K. 
DeGroat, Elmore C. Greene, F. H. Greene, Mrs. Anne L. 
Hansen. 

Miss Elizabeth I. Hansen, Dr. F. M. Hollingshead, 
Rabbi Louis Kopald, C. A. Lindblad, John Lund, William 
M. MacPherson, Miss Mary Marvin, Frederick W. Par- 
sons, M. D., Miss Edith E. Potter, Renwick R. Ross, 
M. D., Mrs. Mary Louise Spaulding. 


GENERAL RECEPTION COMMITTTEE 


Renwick R. Ross, M. D., chairman; Langdon Albright, 
Frank B. Baird, Mons. Nelson G. Baker, A. Glenni Bar- 
tholomew, Mrs. Bernard Bartow, George B. Bassett. 

Frank M. Beck, Charles N. Borzilleri, M. D., J. C. 
Bradley, Charles Buchmann, Charles Cary, Mrs. Stephen 
M. Clement, Charles Clifton, Mrs. Charles Clifton, Frank 
B. Cooley, James H. Dyett, Edward A. Eisle, Mrs. Abra- 
ham J. Elias. 

Mrs. Charles Cary Evans, Eugene L. Falk, Mrs. Bain- 
bridge Folwell, Frank Fuller, Oscar F. Georgi, Charles 
W. Goodyear, Frank H. Goodyear, Frederick G. Gratwick, 
Charles L. Gurney, Mrs. William Hamlin, George 
Howard, Mrs. Lucien Howe, John D. Howland, M. D., 
Clark L. Ingram, Dudley M. Irwin. 

Seymour H. Knox, Archer A. Landon, C. A. Lindblad, 
Earl P. Lothrop, M. D., Elliott C. McDougall, Frank S. 
McGraw, Edward J. Meyer, M. D., Henry D. Miles, Mrs. 
Edward Mitchell, Mrs. Geo. J. Mitchell, Mrs. Jas. McC. 
Mitchell, H. E. Montgomery, Mrs. E. J. Nye, Roland Lord 
O’Brian, Frederick W. Parsons, M. D., Robt. W. Pome- 
roy, Mrs. Frederick L. Pratt, Thomas T. Ramsdell. 

George F. Rand, William E. Robertson, Mrs. Wm. A. 
Rogers, H. C. Rooth, M. D., Dexter P. Rumsey, Sister 
Amelia, Providence Retreat; Sister Camillus, Mount 
Mercy Hospital; Sister Catherine, St. Mary’s Infant Asy- 
lum and Maternity Hospital; Sister Frances, Emergency 
aepital, Sister Mary Joseph, Buffalo Hospital Sisters of 

arity. 

Carlton M. Smith, Mrs. William Warren Smith, Mrs. 
Henry Sprague, George S. Staniland, M. D., Major John 
W. Trask, Cortland Van Clief, Edward S. Warren, Arnold 
W. Watson, Ansley Wilcox, Charles R. Wilson, Harry 
Yates, Orson E. Yeager. 

Automobile Transvortation, Railroad Depot and Hotel 
Information Committee—Mrs. Mary Louise Spaulding, 
chairman; Miss Frances Babcock, vice chairman. 

This committee will maintain an automobile service 
between the principal hotels and 106th Regiment Armory 
for the use of speakers and special guests. Members 
will be present at the principal railroad stations during 
the first two days of the convention and special informa- 
tion desks will be set up in the lobbies of the following 
hotels: Statler, Buffalo, Lafayette, Ford and Touraine. 

Entertainment Committee—Carl A. Lindblad, chairman. 

This committee is at the service of those who care to 
Organize groups for Niagara Falls or other scenic points 
in and around Buffalo. It is also prepared to arrange for 
special luncheons or dinners for small groups desiring 
this service for conference or social purposes. 

Music and Decoration Committee—John Lund, chair- 
man. 


Transportation Committee—William H. MacPherson, 
cnairman. 

Mr. MacPherson is an official of the D. L. & W. Rail- 
rvad. He will have as members of his committee officials 
of the various railroads entering and leaving Buffalo. 
There will be a booth in the 106th Regiment Armory 
where stop-over privileges can be vised and railroad in- 
formation of all sorts obtained. 

Publicity Committee—Finley H. Greene, chairman. 

Hotel Committee—Elmore C. Green, manager, hotel 
Statler, chairman. 

Information Bureau—Miss Edith E. Potter, chairman. 

Miss Potter is purchasing and employment agent of the 
Buffalo City Hospital, 462 Grider Street. Anyone desir- 
ing information of a special character may address her at 
any time. Miss Potter’s booth will be located on the floor 
of the 106th Regiment. 

Nursing—Mrs. Anne L. Hansen, R. N., president, New 
York State Nurses’ Association, chairman. 

Vice-Chairmen: Miss Georgia A. Paddock, R. N., presi- 
dent-elect, Western New York branch, New York State 
League of Nursing Education; Miss Ruth Hall, president, 
District No. 1, New York State Nurses’ Association. 

Miss Margaret Daley, Miss M. Eva Dunne, Mrs. Bertha 
H. Gibbons, Miss Elizabeth I. Hansen, Miss Anna Hooley, 
Mrs. Tessa Klein, Miss Anna Moser, Rose Nagel, Mrs. 
Evangeline J. Nye, Miss Rose O’Hare, Miss Mary E. 
Powers, Miss Edity Robbins, Clara Schmitz, Miss Ella 
Sinsebox, Sister Margaret, Miss Marion Smith, Miss Chris- 
tine Stewart, Mrs. Harriett D. Stork. 

This committee will arrange two luncheons. 

During the entire convention, the nurse committee will 
serve tea every afternoon. 

Exhibit Committee—David C. Adie, chairman. 

Francis M. Hollingshead, M. D., vice chairman, 
senting the Buffalo Council of Social Agencies. 

This committee will prepare an exhibit illustrating the 
close co-ordination and co-operation possible between a 
hospital as a center for preventive and curative medicine 
and all the welfare organizations of a community, both 
public and private. 

Special Committee—Herman K. DeGroat, M. D., 


repre- 


chair- 


an. 
The following members are executives of the adminis- 


trative staff, Buffalo City Hospital. They will organize 
all of the executives of the other Buffalo hospitals into 
committees representing special departments. These com- 
mittees will be prepared to meet visitors interested in 
special work and arrange for special trips or meetings. 
All of the members may be addressed at the Buffalo City 
Hospital, 462 Grider Street, Buffalo, N. Y 

Miss Bernice Applegate, occupational therapy. 

Mrs. Alice Irene Certaine, hospital social service. 

H. W. Culbertson, M. D., out-patient department. 

Herman K. DeGroat, M. D., attending and house med- 
ical staff. 

Michael J. Flavin, mechanical plant. 

Alvin G. Foord, M. D., laboratories. 

Miss Laura M. Hamilton, records. 

Miss Anna Lang, housekeeper. 

Arnold W. Murray, hospital accounting. 

Clifford R. Orr, M. D.. X-ray department. 

Miss Georgia A. Paddock, nursing department. 

Miss Ursula S. Senn, dietetics. 


Virginia C. Tannenbaum, M. D., physiotherapy. 
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Temperature, not pressure, sterilizes dressings 


A PERFECT sterilizing process for dressings requires that 
they be thoroughly penetrated with steam at not less 
than 250° F for a certain period. 

It is true that steam at a pressure of 15 lbs has a tem- 
perature of 250° F, but if the chamber contains much air the 
temperature will be less. Therefore, it is never safe to assume 
that because an apparatus registers 15 or even 20 lbs. press- 
ure, the process is correct. There must be an adequate 
degree of air exhaustion. 

The average sterilizer never discharges more than one- 
third of the air in the chamber. The remaining two-thirds 
volume is a serious menace to perfect results. No pressure 
gauge, even of the recording type, will indicate the faulty 
condition which follows the presence of this air. 


The CasrLeE Forced Air Evacuation Method follows 
natural laws which cannot be altered. It discharges by 
pressure practically all the air from the chamber. It makes use 
of no delicate or mysterious mechanisms. You can under- 
stand it. Its steam gauge will indicate pressures and tem- 
peratures common to all parts of the chamber so closely and 
accurately that the most exacting requirements are met, even 
with the sterilizer in the hands of student nurses. 


<> 


A card will bring you a copy of 


“Analysis of Dressing Sterilization”. 


I 2 A 
This complete battery was built for 


Sterilizers for Hospitals, Physicians, Surgeons and Dentists St. Mi, Hi, % NY. 
4 ‘ » ° ° 7 , St. ] ital, , N.Y. 
Witmwor Castie Co., 1154 University Ave., Rocnestrr, N. Y. idea, cer ea Sora 
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All Sessions Held in Hotel Lafayette Auditorium 
SATURDAY, OCTOBER 4 
10 A. M.—First Session 

Invocatien, Rev. S. G. Robinson, D. D., Buffalo. 

Address of welcome, Dr, Francis E. Fronszak, health com- 
missioner, Buffalo 

Response, Dr. B. A, Wilkes, superintendent, Missouri Bap- 
tist Hospital, St. Lois. 

President’s address, Dr. Charles S. Woods, superintendent, 
St. Luke’s Hospital, Cleveland, 

Executive secretary's report, Rev. Dr. F. C English, 
Cleveland, 

“Publicity for Hospitals in the Literature of the Church,” 
Arch C. Cree, general superintendent, Georgia Baptist Hos- 
pital, Atlanta. 

Discussion, 

“The Relation of the Environment of the Nurse to Her 
Work,” Miss Margaret Rogers, superintendent, Children’s 
Hospital, Detroit. 

Discussion, 

“Should the Time of Training of the Nurse Be Two Years 
or Three Years?” Rev, L. G. Reynolds, superintendent, Meth- 
odist Hospital, Los Angeles. 

Discussion, 


2 P. M.—Second Session 


“Some of the Factors to Be Considered in Hospital and 
Institutional Construction,” C. S. Pitcher, superintendent, 
Presbyterian Hospital, Philadelphia. 

Discussion. 

“Sources of Waste of Supplies in Hospitals,” Rev. W. M. 
Whiteside, superintendent, Southern Baptist Hospital, Colum- 
bia, S. C 

Discussion. 

Business session, appointment of committees. 

Conference: “The Ethical and Spiritual Relations of the 
Nurse,” arranged by Miss Meta Pennock, editor The Trained 
Nurse and Hospital Review, New York. 

Discussion. 

6 p. m.—Banquet, Lafayette Hotel. 
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Program of the Protestant Hospital Association 





8 P. M.—Third Session 

“Nursing the Middle Class People,” Asa S. Bacon, super- 
intendent, Presbyterian Hospital, Chicago. 

Discussion. 

“Relation of the Cleveland Welfare Federation to the 
Cleveland Hospitals,’ Raymond Clapp, associate director, 
Welfare Federation, Cleveland, 

Discussion, Oscar Kuolt, Rochester Community Chest, 
Rochester, N. Y. 

: SUNDAY, OCTOBER 5 

Afternoon, group meetings for denominational hospital 
representatives. 

. p. m.—Conference on Protestant Hospital Association 
problems, led by officers of the association. 

MONDAY, OCTOBER 6 
9:30 A. M.—Fourth Session 

“Preparation of Men for Administrative Work in Hospi- 
tals,” E. S. Gilmore, superintendent, Wesley Memorial Hos- 
pital, Chicago. 

Discussion. 

“Henry Ford Hospital Organization and Policy,” W. L. 
Graham, superintendent, Henry Ford Hospital, Detroit. 

Discussion. 

Discussion, “The Church’s Share of the Burden of the Sick.” 

“Hospital Accounts and Costs,” Joe F. Miller, superintend- 
ent, Methodist Hospital, Peoria, Ill. 

“Raising Money for Hospitals,” Rev. J. H. Bauernfeind, 
superintendent, Evangelical Deaconess Hospital, Chicago. 

Discussion. 

“Modern Conceptions of Hospital Architecture,” C. W. 
Williams, executive secretary, New Deaconess Hospital, 
Boston. 

Discussion, B. S. Hubbell, Cleveland. 

“Equipment and Its Arrangement in a Hospital,” Robert 
Jolly, superintendent, Baptist Hospital, Houston. 

Discussion, E. E. King, superintendent, Baptist Hospital, 
Little Rock, Ark.; T. J. McGinty, superintendent, Baptist 
Hospital, Louisville, Ky. 

“Issuing of Hospital Bulletins,” C. J. Cummings, manager, 
Tacoma General Hospital, Tacoma, Wash. 


American Occupational Therapy Association 


MONDAY, OCTOBER 6 
8 p. m—New Statler Hotel, meeting of board of managers. 
TUESDAY, OCTOBER 7 

Band room, armory. . 

9:30 a. m.—KRegistration. The registration desk will also 
be open Monday, October 6, at the armory from 2 to 4 p. m., 
and from 7 to 9 p. m. 

Registration committee: Mrs. Meta Rupp Humphrey, New 
York, chairman; Mrs. Katherine Staples Davidson, Boston, 
secretary. 

10:30 a. m.—Reports of committees. 

a. Installations and Advice; chairman, Miss Harriet A. 
Robeson, Kings Park, L. I. 

b. Research and Efficiency; chairman, Miss Idelle Kidder, 
Terre Haute, Ind. 

c. Teaching Methods; chairman, Mrs. Ruth Whitney, 
Boston. 

d. Publicity and Publications; chairman, Dr. Wm. R. 
Dunton, Jr., Towson, Md. 

ec. Finance; chairman, Dr. Wm, L. Russell, White Plains, 
‘ie ¢ 


Report of secretary-treasurer, Mrs. Eleanor Clarke Slagle, 
New York. 

Reports of special committees: 

a. A Standard Constitution and By-Laws for Local As- 
sociations; chairman, Mrs. Frederick Dale Wood, 
Chicago. 

b. Forms and Records; chairman, Dr. Horatio M. Pol- 
lock, Albany, N. Y. 

2:30 p. m—Public opening: 

Invocation. 
| Address of welcome, Hon. Frank X. Schwab, mayor of 
3uffalo. 

Address of the president, T. B. Kidner, New York. 
_Address of the vice-president, “The Relation of Occupa- 
tional Therapy to Medicine,” Dr, G. Canby Robinson, Johns 
Hopkins Hospital, Baltimore. 

“The Co-operation of the General Federation of Women’s 
Clubs; How It May Be Secured,” Mrs. Walter McNab Mil- 
ler, chairman, department of public welfare. General Feder- 
ation of Women’s Clubs. 


8 p. m.—Reports from training schools. 

9 p. m—Round-table discussion: 

“The Training of Occupational Therapists,” chairman, Miss 
Geraldine R. Lermit, Missouri School of Occupational Ther- 
apy, St. Louis. 

Leaders of discussion: Miss Grace Clap, Milwaukee- 
Downer College, Milwaukee; Miss Florence Fulton, Phila- 
delphia School of Occupational Therapy, Philadelphia; Miss 
Edith Sullivan, Newberry House, Detroit; secretary, Miss 
Marjorie Greene, Boston School of Occupational Therapy, 
Boston. 

WEDNESDAY, OCTOBER 8 


Band room, armory. 

9:30 a. m—Occupational Therapy in Tuberculosis: 

“Occupational Therapy in Relation to Economic Inde- 
pendence,” Dr. H. A. Pattison, director of medical service, 
National Tuberculosis Association, New York. 

“Observations on Occupational Therapy in a Veterans’ 
Bureau Hospital,’ Col. James E. Miller, medical director, 
Veterans’ Bureau Hospital, Oteen, N. C. 

Round-table discussion: Chairman, Miss Beatrice Lind- 
berg, director of occupational therapy, Minnesota Tubercu- 
losis Commission, St. Paul, Minn.. 

Medical moderator, Dr. H. A. Pattison. 

Leaders of discussion: Miss Margaret Biggerstaff, director 
of occupational therapy, Springfield, Ill; Miss Elizabeth Ford, 
director of occupational therapy, Metropolitan Life Sana- 
torium, Mount McGregor, N. Y.; Miss Sarah Kennedy, Na- 
tional Military Home, Dayton, O.; Miss Myra Moore, direc- 
tor of occupational therapy, Modern Woodmen Sanatorium, 
Colorado Springs, Colo.; Mrs. Gertrude Sample, chief occu- 
pational therapist, Veterans’ Bureau Hospital, Oteen, N. C. 

Secretary, Miss Dorothy Rouse, chief occupational therapist, 
Veterans’ Hospital, Dawson Springs, Ky. 

2 p. m.—Buffalo State Hospital. 

Occupational Therapy in Mental and Nervous Diseases: 

Address of welcome, Dr. Frederick W. Parsons, superin- 
tendent, Buffalo State Hospital. 

“Observations on Occupational Therapy in New York State 
Hospitals,” Miss Harriet May Mills, commissioner, New 
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York State Hospital Commission, Albany. 
“The Development of a State-wide Program of Rehabili- 
tation for Mental and Nervous Patients,’ Dr. C. Floyd 
Haviland, chairman, New York State Hospital Commission. 
“The Development of Occupational Therapy in Private 
Hospitals for Mental and Nervous Diseases,” Dr, Earl C. 
Bond, Pennsylvania Hospital for the Insane, Philadelphia. 
“Occupational Therapy in an Indian Hospital, ” Dr. Owen 
Berkeley Hill (in absentia), Ranchi, Behar-Orissa, India. 
Film—“Occupational Therapy at Manhattan State Hospi- 
tal,” by courtesy of Dr. Marcus Heyman, Ward’s Island,.N. Y. 
Round-table discussion: Chairman, Miss Harriet A. Robe- 
son, Kings Park State Hospital, Long Island, N. Y. 
Medical moderator, Dr. E. C. Noble, assistant superintend- 
ent, Boston State Hospital, Boston. 
Secretary, Mrs. Henrietta Price, director of occupational 
he Sheppard & Enoch Pratt Hospital, Towson, Md. 

5 p. m.—At the close of the discussion, the members will 
be "the guests of the chief occupational therapists of the New 
York State Hospital system at an informal tea, to be served 
at the residence of the superintendent. 

8 p. m.—-Georgian room, New Statler Hotel, annual asso- 
ciation banquet: 

“Occupational Therapy and Rehabilitation in Toronto,” Dr. 
Goldwin W, Howland, Toronto. 

Chairman of banquet committee, Miss Mary Shanklin, 
director of occupational therapy, National Military Homes 
Headquarters, Dayton, O. 

Secretary, Miss Florence Northrup, National Sanatorium, 
Marion, Ind. 


THURSDAY, OCTOBER 9 


9 a. m.—New Statler Hotel, automobile trip to Niagara 
Falls; chairman of committee, Miss Bess Sutton, director of 
occupational therapy, Illinois department of public welfare. 

Band room, armory, 
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2 p. m.—Occupational therapy in general, medical, surgical 
and orthopedic cases: 

“The Value of Occupational Therapy in General and Ortho- 
pedic Cases,’ Dr. B. W. Carr, chief, division of physio- 
therapy and occupational therapy, U. S. Veterans’ Bureau, 
Washington, D. C. 

“The Orthodepic Patient 
(illustrated),” Dr. Loring M. 
chief occupational therapist, 
Hospital, Boston. 

“Work for Crippled 
Experience,” Miss Selma Sullivan, 
and Disabled, Cleveland, O. 

“Occupational Therapy in the Mayo Clinic,” Miss Beatrice 
Hardy, Worrell Hospital, Mayo Clinic, Rochester, Minn. 

“Occupational Therapy for Children.” 

4:30 p. m— Business meeting; election of officers. 

Band room. armory. 

8 p. m.—Round-table discussion on subjects of the papers 
at afternoon session: 

Chairman, Miss Alberta Montgomery, director of occupa- 
tional therapy, Walter Reed Hospital, Washington, D. C. 

Medical moderator, Dr. B. W. Carr. 

Leaders of discussion: Miss Evelyn Collins, director of 
occupational therapy, Vanderbilt Clinic, New York; Miss 
Hilda B. Goodman, director of occupational therapy, Colum- 
bia Hospital, Milwaukee. 

Secretary, Miss Helga Petersen, 
therapy, Wesley Hospital, Chicago. 

Opening of question box. 

Committee on exhibits: 

Chairman, Miss Mary 
pist, Buffalo State Hospital; 
New York. 


by Chronic Disease 
Miss Marjorie Taylor, 
Robert B. Brigham 


Crippled 
Swain, 
both of 


and Disabled Persons; Cleveland’s 
Association for Crippled 


director of occupational 


Marvin, chief occupational thera- 
secretary, Mrs. B. B. Tompkins, 


Program of the Hospital Dietetic Council 


MONDAY, OCTOBER 6 
Meetings in Medical Corps Room, Armory 

2 p. m.—Invocation, Rev. Cameron J. Davis, rector, Trinity 
Church, Buffalo. 

Address of welcome, Dr. Charles Sumner Jones, dean of 
the medical school, University of Buffalo. 

President’s address, Miss Rena S. Eckman. 

The Field of Nutrition—Its Radiations and Concentrations 
from Different Standpoints: 

From the Training Center, Miss Mary E. Parker. 

From the Wider Circle, Miss Bertha M. Wood. 

From the Standpoint of Our Institutional Colleagues, Miss 
Mary A. Welsh, R. N. 

From the Research Center, Miss Amy L. Daniels, Ph. D. 

8 p. m.—All dietitians’ symposium : 

Systems of Menu Making to Avoid Repetition, Illustrative 
Material, Miss Sara MacInnis, Miss E. M. Geraghty, Miss 
Marion Peterson. 

The Selective Menu 
Clarke. 

Device to Aid in the Serving of Perishable Cooked Prod- 
ucts, is Margaret Drew. 

Successful Food Combinations as Governed by Different 
Localities, Miss Bertha M. Hyde. 

Discussion, Miss Minna Roese, Miss Bertha M. Wood, Miss 
Irene L. Willson, Miss Margaret Fotheringham, Miss Mar- 


garet Gray. 
TUESDAY, OCTOBER 7 
10 a. m.— “Some New Advances in the Treatment of Dia- 
hetes,” John R. Williams, M. D. 
“The Dietetic Treatment of Nephritis, 
“The Formation of New Food Habits,” 
Loudon. - 


Miss Helen 


for Private Patients, 


” Miss Mary A. Foley. 
Mrs. Dorothy A. 


2 p. m.—Dietetic section, American Hospital Association. 
8 p. m—Dinner meeting, American Hospital Association. 
WEDNESDAY, OCTOBER 8 
10 a. m—‘The Organization of a Dietary Department,” 
Nathaniel W. Faxon, M. D. 

“The Contribution of the Dietitian to the Control of the 
Food Budget,’ Malcolm MacEachern, M. D. 

“The Dietitian and Biochemical Research,” Roger Hub- 
bard, Ph. D. 

“The Dietetic Treatment of Gastro Intestinal Conditions,” 
John Alden Lichty, M. D. 

12 noon—Trip to East Aurora. 

8 p. m.—The Dietitian and the Patient: 

“Protein Requirements in Health and Disease, 


Marsh, M. D. 
“Variety and Palatability in the Weighed Diet,” Miss Mary 
Miss 


” Phil -E. 


M. Harrington. 

“The Serving of Therapeutic 
Eda S. Ferbert. 

“Extension of the Dietitian’s Influence into the Home of 
the Dietetically Handicapped,” Miss Dorothy M. Stewart. 

Discussion, Miss Fairfax Proudfit. 

THURSDAY, OCTOBER 9 

10 a. m—“The Building Plans of the Dietary Department,” 
Edward F. Stevens. 

“The Dietitian Miss Vera W. 
Howard. 

8 p. m—“The Feeding of Infants and Young Children,” 


Isaac Abt, M. D. 
“Modern Ideas in DeWitt H. Sher- 


man, M. D. 
FRIDAY, OCTOBER 10 


10 a. m.—Business meeting for members only. 


Food Preparations,” 


and Her Equipment,” 


Infant Feeding,” 


Non-Commercial Exhibits at A. H. A. Convention 


American Association of Hospital Social Workers. Aisle D. 


American College cf Surgeons. Booths 230, 232. 
American Heart Association, Inc. Booth 221. 
American Journal of Nursing. Booth 15. 
American Library Association. Booths 248, 250. 
American Medical Association. .Head of Aisle E. 


American Occupational Therapy Association. Aisle B. 

Central Council for Nursing Education. 

Committee on Dispensary Development. 
220, 225 


Booth 27. 





Booths 216, 218, 


Council of Social Agencies, Buffalo. Booths 92-96. 
F:xposition Management. Booth 113. 

Hospital Buyer. Booth 125. 

Hospital Dietetic Council. Booths 23, 25. 

Hospital Exhibitors’ Association. Booth 88. 

Hospital Library and Service Bureau. Sec. III. 

Hospital Management. Booth 139. 

Modern Hospital Pub. Co. Booths 379, 380. 

National Child Welfare Association, Inc. Booths 237, 239. 
National Hospital Day Committee. Booth 135. 
Trained Nurse and Hospital Review. Booths 290, 347. 
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A CRANE-EQUIPPED HYDRO-THERAPEUTIC SHOWER ROOM IN THE GLENDALE SANITARIUM, GLENDALE, CALIFORNIA, 
ALFRED PRIEST IS THE ARCHITECT, THE PLUMBING CONTRACTOR IS P. E. SWANSON 


CRANE SERVES WHEREVER WATER !IS USED 


In the supply of special equipment for of the land. They have at their com- 
hydro-therapeutic treatment,Crane serv- mand the vast production facilities of six 
ice is as adequate and dependable aswhen great Crane factories. And they have the 








it meets the common needs of plumbing 
for bathroom, operating-room or kitchen. 
Crane designers are guided by a wealth 
of varied experience gained through co- 
operation with specialists from all parts 


great advantage of being in touch with. 
every new development in valves and pip- 
ing specialties so that they canalways give 
you the most recent improvements in 
devices for the control of steam and water. 


CRANE 


GENERAL OFFICES: CRANE BUILDING, 836 S. MICHIGAN AVENUE, CHICAGO 
CRANE LIMITED: CRANE BUILDING, 386 BEAVER HALL SQUARE, MONTREAL 
Branches and Sales Offices in One Hundred and Forty-five C-ties 
Nazional Exhibit Rooms: Chicago, New York, Atlantiz: City, San Francisco and Mon:real 
Works: Chicago, Bridgeport, Birmingham, Chat:anooga, Trenton and Montreal 
CRANE EXPORT CORPORATION: NEW YORK, SAN FRANCISCO 
CRANE-BENNETT, Lrpv., LONDON 
C® CRANE: PARIS, NANTES, BRUSSELS 








Glendale Sanitarium is equipped throughout with Crane plumbing and heating materials 
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American Association of Hospital Social Workers 


MONDAY, OCTOBER 6TH 
Meetings in Medical Corps Room, Armory 
10:00-12:00: Round table. 

Subject: “Social Diagnosis” Leader—Miss Gertrude L. 
Farmer, director social service department, Boston City 
Hospital, Boston. 

TUESDAY, OCTOBER 7TH 

9:30-11:00: Business meeting. Miss Mabel Wilson, pre- 
siding. President, American Association of Hospital Social 
Workers. 
2:00-3:00: “The Social Worker at the Admission Desk” 
speaker, Miss Edith H. Howland, admission office, Johns 
Hopkins Hospital, Baltimore. 

Discussion: Leader—Dr. Winford H. Smith, 
tendent, Johns Hopkins Hospital. 

WEDNESDAY, OCTOBER 8TH 
10:00-12:00: Round table: Subject: “Training for Psy- 


superin- 


Some Facts About 


Buffalo City Hospital—462 Grider Street. 

Superintendent, Walter S. Goodale, M. D. 

Red capacity, 863. Departments and bed capacities: 
Tuberculosis, 312; medical, 104; surgical, 94; communicable 
diseases, 135; urologic, 94; infants, 38; pediatric, 24; psy- 
chopathic, 38; obstetrical, 24. 

Ask information desk, Armory, for any details of serv- 
ice, etc., of this hospital. 

Buffalo Columbus Hospital—298 Niagara Street. Gen.; 
75 beds; Dr. Chas. R. Borzilleri, chief of staff; Dr. Geo. 
C. Barone, superintendent. 

Buffalo General Hospital—100 High St. 

Superintendent, Renwick R. Ross, M. D.; associate 
superintendent, Donald C. Smelzer, M. D.; superintendent 
of nurses, Miss M. Eva Dunne. 

Bed capacity, 400. 

Take any street car from down town on Main Street to 
High Street, then walk down High Street two blocks. 

The following departments will be of interest: 

Modern kitchen on top of hospital. 

Laundry in rear of hospital. 

Pathological, research, metabolism and blood chemistry 
laboratories. 

X-ray department with modern approved film storage 
vault. 

Newest building, Memorial Hall, for private patients, 
opened some three years ago, and has three floors entirely 
devoted to private rooms, suites and baths. 

Modern nurses’ home, individual rooms, recreation par- 
lors, assembly hall, and demonstration rooms. 

Buffalo Hospital of the Sisters of Charity—1833 Main 
Street. Gen.; 207 beds; Sister M. Angelica, supt. 

Buffalo State Hospital—400 Forest Avenue. 

Superintendent, Dr. F. W. Parsons; superintendent of 
nurses, Christine M. Stewart. 

Lake Forest or Elmwood Avenue cars. 

On October 8, the American Association of Occupa- 
tional Therapy will have a session in the assembly hall 
of the hospital where there will be an exhibition of the 
occupation work of the New York State hospitals. 

Buffalo Woman’s Hospital—191 Georgia Street. 
ical; 34 beds; Mrs. Harriet D. Storck, R. N., supt. 

Children’s Hospital—219 Bryant Street. 

Superintendent, Mrs. Evangeline J. Nye. 

Type (general, children’s, tuberculosis, etc.).. 

Bed capacity, 155. 

Take Elmwood cars to Bryant Street. 

Deaconess Hospital—563 Riley Street. 

Superintendent, Elizabeth I. Hansen, R. N.; superin- 
tendent of nurses, Mabel E. Hoffman, R. N. 

Bed capacity, 207. 

Walk down Best Street one black to Michigan Avenue, 
take a Michigan Avenue street car and transfer at the 
corner of Michigan Avenue and E. Utica Street to No. 12 
E. Utica Street car going east. Get off at Humboldt 
Parkway. Riley Street is two blocks south. Follow the 
tall chimney which can be seen above the tree tops. 

Emergency Hospital of the Sisters of Charity—Pine and 
Eagle Streets. Gen.; 85 beds: Sister Frances, supt. 

Erie County Hospital—3399 Main Street. Gen.; 300 
beds: Miss M. Kelley. supt. of nurses; Dr. C. S. Jewett, 
chief of staff; Dr. J. D. Howland, supt. 


Surg- 





chiatric Social Work.” Leader—Mrs. H. S. Mallory, director, 
secial service department, State Psychopathic Hospital, Ann 
Arbor, Mich. 

2:00-3:00: “The Relationship of Social Service to the 
Physician,” Janet M. Geister, Associated Outpatient Clinic, 
New York. 

Discussion: Leader—Dr. Alec N. Thompson, Medical 
Secretary Committee on Dispensary Development, New York, 


N.Y. 
THURSDAY, OCTOBER 9TH 


10:00-12:00: Round table: Subject: “Social Ethics’’ Leader 
—Miss M. Antoinette Cannon, New York School of Social 
Work, New York. 

2:30-4:30: Social Service Section, American Hospital Asso- 
ciation, Miss Ida M. Cannon, presiding chief of social service, 
Massachusetts General Hospital, Boston. 


Buffalo Hospitals 


Lafayette General Hospital—113 Lafayette 
Private; gen.; 50 beds; Kate Baxter, R. N., supt. 

Memorial Hospital—742 Jefferson Street. Private; gen.; 
55 beds; Ada I. Dean, R. N., supt.; Dr. C. H. W. Auel, 
chief of staff; Charles Duchmann, supt. 

Mercy Hospital—955 Tifft Street. 40 beds. 

Millard Fillmore Hospital—Superintendent, C. A. Lind- 
blad; superintendent of nurses, Miss Edith Robbins. 

The Millard Fillmore Hospital is located at the corner 
of Lafayette and Linwood Avenues, four blocks west and 
five blocks north of the convention hall. Take Forest 
Avenue cars going north on Michigan Avenue. 

The hospital, originally named the Buffalo Homeopathic 
Hospital, was opened in 1872. The present buildings were 
erected in 1911. The buildings include small wards of 
4 and 6 beds each, semi-private and private rooms. 

A special feature in this hospital is the milk pasteurizing 
department. All milk used in the hospital is purchased in 
the raw state and after being bottled is pasteurized. 

Parkside Sanitarium—1392 Amherst Street. Private; 
convalescent; insane; 40 beds; X-ray; lab.; Dr. Sydney A. 
Dunham, supt. 

Providence Retreat—Main Street and Humboldt Park- 
way. Private; insane; 200 beds; Dr. Jos. F. Shanahan, 
supt. 

St. Mary’s Infant Asylum and Maternity Hospital—126 
Edward Street. Private; 69 beds; Sister Catherine, supt. 

State Institute for the Study of Malignant Diseases— 
113 High Street. Skin and cancer; 25 beds; Dr. Harvey 
R. Gaylord, chief of staff; Barbara R. Widder, supt. 

U. S. Marine Hospital No. 3—2183 Main Street. 

Superintendent, Dr. John W. Trask; superintendent of 
nurses, Miss Dorothy M. Dunn. 

General; bed capacity, 

Take No. 8 or 9 car running north on Main Street. 
Get off at Robie Avenue. 


OFFICERS OF A. H. A. 
(Continued from page 1b) 
dent, Shreveport Charity Hospital, Shreveport, La.; Sister 
Amadeus; Miss Lydia H. Keller, superintendent, West Side 
General Hospital, St. Paul, Minn. 
ComMiITTEE Apvisory To THE U. S. DEPARTMENT OF 
CoMMERCE 

Winford H. Smith, M. D., director, Johns Hopkins Hos- 
pital, Baltimore, Md., member of committee representing the 
Association. 


Avenue. 


COMMITTEE ON CANCER CONTROL 

Ernst P. Boas, M. D., chairman, medical director, Monte- 
fiore Hospital, New York; Herman Smith, M. D.; George F’. 
Holmes, M. D., superintendent, Memorial Hospital for the 
Relief of Cancer, New York; Miss Anna L. Gibson, super- 
intendent, Collis P. Huntington Memorial Hospital, Boston, 
Mass.; A. Lorne Gilday, M. D., superintendent, Western Hos- 
pital, Montreal, P. Q. 
CoMMITTEE ON RELATION OF GOVERNMENTAL BUREAUS AND 

DEPARTMENTS TO HospITALs 

Clarence E. Ford, chatrman.. superintendent, division of 
medical charities, New York Board of Charities, Albany; 
A. J. Chesley, M. D., secretarv and executive officer, Minne- 
sota State Board of Health. St. Paul; W. A. Evans, M. D., 
state board of charities, Chicago. 
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More 


Crescent Dishwashers 
for the Rockefeller Institute 


N 1916 — eight years ago — the 
Rockefeller Institute, New York, 
bought its first Crescent Dishwasher. 
In 1924, three more Crescents were 
installed. 


Today four Crescents are washing 
all the dishes, glasses and silverware 
used by the patients and staff of 
the Rockefeller Institute. 


There are hundreds of hospitals 
that have used Crescents — and 
nothing but Crescents — for fifteen 
years or more. 


Their dishes last longer, and their 
bills for china and glassware are 
smaller. Breakage, chipping and 
cracking during washing is made 
impossible — because the Crescent 


84 Second Avenue 





CRESCENT WASHING MACHINE COMPANY 


yey 


Racks hold the dishes apart and 
eliminate individual handling of wet, 
slippery dishes. 


Their dishes are cleaner. They are 
really sanitary — because the Pat- 
ented Double Revolving Wash goes 
over each dish twenty times. And 
every piece is sterilized by a scalding 
shower fresh from the house supply. 


And their dishwashing costs are 
lower; their help is better pleased — 
because the Crescent does more 
work with less labor. 

Can there be better proof of 
dishwashing satisfaction than the 
list of ‘‘repeaters’”’ printed at the 
right? Look through this list and 
send for our illustrated booklet. 


New Rochelle, N. Y. 


Copyright, Underwood & Underwood, N. Y. 








A Few Hospitals 


Using Crescents 







Fitzsimmo-.s General Hos- 


pital, Aurora, Colo. 
26 machines 


Ford Hospital, Detroit, 
Mich. 6 machines 
Mary’s Help Hospital, San 

Francisco, Cal. 
5 machines 


Mt. Sinai Hospital, Cleve- 
land, Ohio 
4 machines 


Muskoka Hospital for Con- 
sumptives, Gravenhurst, 
Canada 7 machines 

Walter Reed Hospital, Wash- 
ington, D. C. 

11 machines 


Rockefeller Institute, New 
York 4 machines 
U. S. Government Hospi- 
tals 310 machines 
VU. S. Naval Hospital, San 
Diego, Cal. 14 machines 
University of Michigan Hos- 
pital 18 machines 
Wesley Memorial Hospital, 


Emery, Ga. 12 machines 




















Write for a free copy 
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A, H. A. CONVENTION SUPPLEMENT 


THE EXPOSITION 


oF HospiTaL EQUIPMENT AND SUPPLIES 


(Figures refer to number of exhibit space; see diagram.) 


Acme International X-ray Co., Chicago. Booths 70, 72, 
129. Adv. p. 10. 

Deep-therapy and other X-ray apparatus, and the Radio 
knife. Mr. Steinkamp and Mr. Brown in charge. 

Altro Workshops, Inc., New York. Booths 29 and 31. 

Hospital garments. Messrs. Edw. Hochhauser and 
Louis L. Long in charge. 

Aluminum Cooking Utensil Co., Néw Kensington, Pa. 
Booth 171. 

“Wear-Ever” aluminum utensils. 

American Gauze and Cotton Co., St. Louis. Booth 105. 

Gauze, cotton and sanitary specialties. 

_ ite een Supply Co., Chicago. Booths 364, 366, 

Hospital supplies and specialties. Mr. McGaw and 
assistants in charge. 

American Laundry Machinery Co., Cincinnati. 
160, 162, 209, 211. Adv. p. 34. 

Power laundry machinery, including a “Cascade” washer 
with glass end and interior lighting for demonstration. 
Messrs. Taylor Stanley, C. W. McCarty, T. J. Dooley, H. 
C. Troxell and B. F. Kauffman in charge. 

American Sterilizer Co., Erie, Pa. Booths 291 and 293. 
Adv. p. 35. 

“American” sterilizers for all purposes, blanket warm- 
ers, etc. President J. E. Hall in charge. 

Josiah Anstice & Co., Rochester, N. Y. Booth 381. 

“Sterling” kitchen machinery, cubers, parers, etc. Mr. 
Flanagan in charge. 

Applegate Chemical Co., Chicago. Booth 286. Adv. p. 33. 

The Applegate linen marker, heating iron and indelible 
ink. Mr. Applegate in charge. 

E, A. Armstrong Impervo Co., Watertown, Mass. Booth 
356. Adv. p. 4. 

“Impervo” waterproof sheets, aprons and. operating- 
table cushions. Mr. Roy A. Burditt in charge. 

H. aa Linen Co., New York. Booth 106. Adv. 
p; 27. 

A complete line of hospital linens, bedding, etc. Mr. 
L. C. Walker in charge. 

Barnstead Mfg. Co., Boston. Booths 296 and 298. 

Water sterilizers. 

Emile Bernat Co., Boston. Booth 62. 

Yarns and dyes for occupational therapy work. 

Frank S. Betz Co., Hammond, Ind. Booths 146, 148, 223 
and 225. Adv. p. 33. 

Druggists, surgical, dental and hospital furniture, sup- 
plies and specialties. 

G. S. Blakeslee & Co., Chicago. Booth 120. 

Dishwashing machines. 

Burdick Cabinet Co., Milton, Wis., and Chicago. Booths 

re — 129. 

ight therapy apparatus. 
X-Ray Co.) 
comet Castle Co., Rochester, N. Y. Booth 313. Adv. 


Booths 


(With Acme International 


p. 8. 

Sterilizers for all purposes, including a new utensil 
sterilizer and an improved dressing sterilizer. Mr. Under- 
wood in charge. 

Century Machine Co., Cincinnati. Booths 116 and 118. 

Adv. p. 18. 

“Giant” kitchen mixing machines, including a new noise- 
less model. President Paul Esselborn in charge. 

W. N. Clark Co., Rochester, N. Y. Booths 309 and 311. 
Canned fruits, vegetables and specialties. Mr. H. S. 
eall in charge. 

Clark Linen Co., Chicago. Booth 215. 

Linens, cotton goods, blankets, etc. Mr. Stern in charge. 
Coast Products Co., St. Louis. Booth 170. Adv. p. 37. 

Canned foods of all sorts, “Califo” and “Coast” brands. 
Mr. A. W. Boysen in charge. 
cso Hospital Supply Co., Chicago. Booth 156. Adv. 

p. le : ; 


Hospital and surgical supplies and specialties. Mr. Earle 
ood in charge. 
Colson Co., Elyria, O. Booths 159 and 161. Adv. p. 37. 
Wheels, casters, and rubber-tired wheel goods, including 
Wheel chairs, stretchers and trucks. Messrs. A. A. Crooks, 
: “sh Hall, T. C. Grundy, F. W. Searle and C. H. White 
charge, 


Colt’s Patent Fire Arms Mfg. Co., Hartford, Conn. Booths 
243 and 245. 

“Autosan” dishwashing machines, operating on the end- 
less conveyor method, eliminating baskets. Messrs. Geo. 
Porter, P. B. Van Horne and R. H. Libbey in charge. 
Commodore Brush Co., New York. Booth 300. 

Brushes, mops and cleaning supplies. 

Connecticut Telephone and Electric Co., Meriden, Coan. 
Booth 58. 
Interior telephone and signal systems. 
Cook Laboratories, Inc., Chicago. Booth 189. 

Cook hypodermic syringes and carpule service. 

Crane Co., Chicago. Booths 256, 258 and 260. Adv. p. 12. 

Plumbing and hydrotherapeutic fixtures, including a 
model private bathroom, Monel metal arm and leg baths, 
etc. Mr. J. A. Farley and assistants in charge. 

Wm. M. Crane Co., New York. Booth 344. 

“Vulcan” gas kitchen ranges, etc. 

Crescent Washing Machine Co., New Rochelle, N. Y. 
Booths 295 and 297. Adv. p. 14. 

“Crescent” large and small dishwashing machines, in- 
cluding a new model with 10,000 pieces per hour capacity 
occupying only six feet of floor space. Messrs. B. A. 
Watson and H. E. Hammer in charge. 

J. A. Deknatel & Son, Inc., Brooklyn. Booth 149. 

Nursery identification necklace. 

Dennison Mfg. Co., Framingham, Mass. Booths 56 and 
228. 

Arts and crafts material for occupational therapy work, 
in charge of Miss Betty Geddes, and crepe paper napkins, 
tray covers, etc., in charge of Messrs. R. G. Hale and L. 
C. Maser. 

Denoyer-Geppert Co., Chicago. Booth 264. 

Anatomical models, charts, manikins, stereopticon slides 
and skeletons. 

Deshell Laboratories, Inc., Chicago. Booth 174. 

“Petrolagar’—emulsion of mineral and Agar-Agar. 
Archibald W. Diack, Detroit, Mich. Booth 353. 

Sterilizer controls. Mr. Diack in charge. 

H. D. Dougherty & Co., Philadelphia. Booths 158 and 
213. Adv. p. 28. 

“Faultless” hospital furniture, bedding, operating tables, 
etc. Messrs. Lawrence Dougherty, H. A. Swenson, 
Leavell, L. S. Wescoat and E. C. Leinbaugh in charge. 
Drinkwater Co., New York. Booths 280 and 359. Adv. 

5 Ons 

Siac deleiuins food-service trucks, cabinets and con- 
tainers. Mr. Drinkwater in charge. 
Duriron Co., Dayton, O. Booth 141. 

Acid-proof drain pipe and fittings for laboratory and 
other hospital purposes. Mr. M. W. Smith in charge. 
Eastman Kodak Co., Rochester, N. Y. Booths 3 and 5. 

X-ray plates and films. . 

Edison Electric Appliance Co., Chicago. Booths 176 and 
178, 


Electric cooking equipment and kitchen specialties. 

Engeln Electric Co., Cleveland. Booths 76, 78, 121 and 
123. Adv. p. 38. : 

X-ray apparatus, from small fluoroscopic units to the 
largest machines. 

Faichney Instrument Corp., Watertown, N. Y. Booths 
278 and 361. 

Thermometers. Mr. G. H. Faichney in charge. 

Fengel Corp., New York. Booths 272 and 367. 

General hospital supplies and specialties. Messrs. S. S. 
Fengel, H. Fengel and L. W. Cinader in charge. 

J. B. Ford Co., Wyandotte, Mich. Booth 262. Adv. p. 30. 

“Wyandotte” cleansers and detergents. Messrs. J. F. Gib- 
by, W. C. Keyser, A. O. Morrison, S. Real, H. H. McClana- 
han, J. J. Harris and Chief Little Bear in charge. 

Geck Laboratories, Inc., New York. Booth 282. 
Genesee Jam Kitchen, Genesee, N. Y. Booth 371. 

Jams, honey, jellies, sauces, pickles, preserves, mince 
meat, plum pudding, marmalades, brandied jams, etc. 
Messrs. Richard Mackenzie and Lester S, Parker in 
charge. 

Goldsmith, Lowenfels & Co., New York. Booth 265. 

Linens, blankets and bedding. Messrs. Duncan Mac- 
Laren and N. M. Rich in charge. 

Frank A. Hall & Sons, New York. Booths 196, 198, 256 


and 259. 
Hospital beds and bedding. 
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N the hospital world there are no trade 
secrets. There is need, however, of facili- 
ties for the interchange of information.” 


Sir Napier Burnett 


The need for interchange of information is being real- 
ized more and more throughout the hospital world, as 1s 
shown by the growth of conventions, and the enlarged 
scope of convention programs in recent years. 


The annual session of the American Hospital Associa- 
tion in Buffalo will reflect the increasing interest of 
hospital workers in technical subjects of the day, and in 
equipment and supplies shown in the commercial ex- 
hibits. Through the Exhibitors’ Association, manufac- 
turers are able to work with convention committees, and 
thus make their displays of more practical value to at- 
tendants. 


The Curity display will be at Booth 184. 


For Absorbent 


request. 


LEWIS MANUFACTURING CO. 
WALPOLE, MASS. 





Gtity eeeee 


Cotton Requirements 


Curity Absorbent Cotton is made in 
long fiber finest grades, and interme- 
diate, and waste grades; in fact, the 
right grade for every use. All are very 
absorbent, and fully meet the cotton 
requirements of all hospitals. Samples 
of any or all grades will be sent on 
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J. L. Hammett Co., Cambridge, Mass. Booth 60. 

Looms, weaving and basketry material and other occu- 
pational therapy supplies. 

Heidbrink Co., Minneapolis. Booth 358. 

Gas anaesthesia machines. Mr. Clark and assistants in 
charge. 

Hobart Mfg. Co., Troy, O. Booth 128. Adv. Third Pro- 
gram Cover. 

Kitchen mixing machines, including an interesting new 
model. Mr. Spencer and Mr. Yount in charge. 
Hof-Mac Brush Co., New York. Booth 143. 

Janitor and cleaning supplies. 

Holtzer-Cabot Electric Co., Boston, Mass. Booth 205. 

Hospital signal systems, fire alarm systems, doctors’ 
paging systems, register systems, radio installation. 
Messrs. C. A. Ness, W. H. Welsh and C. C. Craig in 


charge. 
Horlick’s Malted Milk Co., Racine, Wis. Booth 315. Adv. 


. 3D 
Maited milk, milk modifier for infant feeding, and the 
“Dumore” electric drink mixer. Misses Julia Runkel and 
Norma Spengler in charge. 
Hospital Standard Pub. Co., Baltimore. Booth 285. Adv. 


Geandaal and approved case record and other forms 
and charts. Mr. King in charge. 

Hospital Import Co., New York. Booths 180 and 191. 

General hospital and surgical supplies. 

Hospital Supply Co., New York. Booths 305 and 307. 

Hospital and surgical supplies and equipment, steriliz- 
ers, etc. 

Hygienic Fibre Co., New York. Booths 194 and 261. 
Adv. p. 2. 
Cotton, gauze, surgical dressings, pads, etc. 
Icy-Hot Bottle Co., Cincinnati. Booth 21. 

“Tcy-Hot” vacuum bottles, carafes, coffee pots, etc. Mr. 
Arno Plothow in charge. 
International Nickel Co., New York. Booth 212. Adv. 

Insert. 

Basic forms of Monel metal, pure nickel kitchen ware, 
photographs of Monel equipment, etc. Mr. L. R. Larson 
in charge. 





THE SURGEON’S OPERATING VENTLITE 


offers a perfect solution of your surgical lighting prob- 
lem in all of its phases at minimum expense and with 
maximum satisfaction. 





Complete illumination of the chosen field of opera- 
tion with a flood of clear cool light—readily controlled 
—contributes immeasurably to successful surgical results 
and correspondingly to the prestige of the hospital. 


Ask surgical dealers at A. H. A. Convention to 
show you the advantageous features of Ventlites. 


Our free trial offer gives you an opportunity to determine the 


value of the Surgeon’s Operating Ventlite at our expense and 
risk. Write for particulars. 


JOHNSON VENTLITE COMPANY 


CHICAGO 728 Federal St. ILLINOIS 








An unusually attractive tray service of paper—fresh 
and clean at every meal with very t.ttle expense and 
very convenient. The tray covers and napkins shown 
are not the ordinary paper napkins, but are Ken- 
wood Linencrepe—the highest development in fine 
covers for economical hospital use, priced so low 
that they offer a genuine economy. The covers are 
made in sizes 12 in. x 18 in. and 15 in. x 20 in. 
the napkins in sizes 14 in. x 14 in. and 17 in. x 17 in. 
Try a sample order. You'll like them. 


ILL ROSS, INC., offers 

the above as one item in a 
complete line of hospital supplies 
of the very best quality, selected 
with a full realization of the 
needs of practical hospital main- 
tenance and operation. Years of 
experience in selling ‘hospital 
supplies strictly - at wholesale 
have taught us many things that 
are of benefit to our customers. 
Years of service to hospitals have 
earned for us a reputation for 
backing our supplies with the in- 
tegrity of our organization. Years 
of contact with this one field have ' 
proved that our policy of selling 
supplies through a catalog in 
which net prices are given with- 
out discounts, rebates and similar 
camouflage is the proper way to 
sell. We will be glad to send you 
this catalog of every hospital 
need at your request on the let- 
terhead of your institution. 


At the Buffalo Convention 
Booth 299 


WILL ROSS, Ine. 


457-459 E. Water Street 
MILWAUKEE, WIS. 
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fon siaieer disa simple nor 
how complicated your 
laundry problem- no matter 
how large nor how small 
your hospital -1o beds or 
looo- TROY power 
laundry equipment can 
serve you efficiently & 
economically - both in 
first cost & in operation 
There is ample evidence 
of this in every item in 

the ‘Troy line. Let us 
show you at booth 242 
at the A.H.A. con- 


vention at Buffalo. 








A. H. A. CONVENTION SUPPLEMENT 


Tie have 

pers. arranged 
a demonstration of our 
latest type of washer — 
the TTROJAN - which 
is equipped with all the 
safety devices as required. 
by the New York State 
Laundry Code. effective 
October 1, 1924. We 
would like to show you 
how you can profit by a 
very reasonably priced 
installation. cg go 


‘Troy LAUNDRY 
MACHINERY Co itp 


Chicago - New York - Boston 


LosAngeles - Seattle - SanFrancisco 
FACTORIES AT EAST MOLINE. ILL. 
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‘U.S" Tile Flooring 


Reinforced Rubbexr~ 














“U.S ” Tile in the Solarium, 
Grand View Sanitarium, 
Cincinnati, Ohio 




















An attractive installation of “‘U. §.” Tile, 


A corridor laid with “*U. §.” Tile, Grand 
Jewish Hospital, Cincinnati, Ohio 


View Sanitarium, Cincinnati, Ohio 


Cincinnati Hospitals 
Install ‘‘U.S.’’ Tile 


Durable — quiet —sanitary—easily cleaned—and un- 
usually attractive in color and design, ‘‘U.S.” Tile 
Flooring of Reinforced Rubber is endorsed by leading 
hospital officials and architects as “the perfect floor 
for hospital service.’’ 

Recent installations of ‘‘U.S.” Tile are: The Grand 
View Sanitarium, Cincinnati, Ohio; The Jewish Hos- 
pital, Cincinnati, Ohio. 


May we send you full information and samples ? 


United States Rubber Company 


Hospital Flooring Department 
1790 Broadway New York City 
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arvis & Jarvis, Palmer, Mass. Booth 227. 
Rubber-tired wheels and casters, hospital service wag- 
ons, etc. Mr. N. L. Jarvis in charge. 
ell-O Co., Inc., Le Roy, N. Y. Booths 214 and 241. 
“Jell-O” gelatine desserts and “D-Zerta,” demonstrated 
jn attractive form. 
Johns-Manville Co., New York. Booth 224. 
Acoustical correction and noise-prevention materials. 
§. C. Johnson & Son, Racine, Wis. Booth 142. 
Floor-polishing wax, varnishes, enamels, etc. 
Kardex Co., Chicago. Booth 172. 
Card-index and visible record systems and equipment. 
Henry L. Kaufmann & Co., Boston. Booth 369. 
“No-Rinkle” rubber sheeting and sheeting straps. Mr. 
Kaufmann in charge. 
Keever Starch Co., Columbus, O. Booth 210. 
“Satin-Finish” starch, with uniiorms, aprons, caps, etc., 
sized with this product. Messrs. E. N. McVeigh, F. B. 
McVeigh and assistants in charge. 
David N. Kennedy, Inc., New York. Booth 114. 
Flooring. 
William Kleinberg & Co., Rochester, N. Y. Booth 351. 
Uniform coats and other hospital garments. 
Kolynos Co., New Haven, Conn. Booth 190. 
Kolynos dental cream. 
Laboratory Products Co., Cleveland, O. Booth 322. 
“S.M.A.” infant food. R. P. Askue in charge. 
Samuel Lewis, New York, Booth 115. 

Janitors’ supplies, paper goods, polishes, etc. ? 
Lewis Mfg. Co., Walpole,. Mass. Booth 184. Adv. pp. 
16 and 17. , ; 
Educational displays and demonstrations; of “Curity” 
cotton and gauze and “Cellucotton.” with an unusual 
souvenir for visitors. Messrs. H. R. Lane, sales: manager; 
M. D. Brown, F. M. Howe, H. G. Kilbourn, *F. C. Well- 

man, Frank Ensign and Lawrence Davis in charge. 

J. B. Lippincott Co., Philadelphia. Booths 360 and 362. 
Medical and nursing books and charts. 

Lyons Sanitary Urn Co., New York. Booths 302 and 333. 
Sanitary cream, milk and chogolate dispensers. Mr. 

Lyons in charge. £ 

Macbeth Daylighting Co., NewYork. Booths 33 and 35. 
Apparatus for the scientific production of daylight. 





Vit-O-Net Electrical Hot Pack 
Instantly Ready ! 


The’ Vit-o-Net Electric Blanket is the solution to the 
hot pack problem. Far superior to the old fashioned 


vhot pack methods. Its soothing heat causes a pro- 
»° fuse but gentle diaphoresis. Stimulates circulation. 


Does not weaken. Endorsed and used by scores of 
prominent hospitals for Pneumonia, Eclampsia, 
Nephritis, Post-Operative, Uremia, Shock, Rheuma- 
tism, etc. Instantly ready for bedside or operating 
table. Only one nurse required to operate. Soon 
pays for itself in saving of nurse’s time and wear 
and tear on ordinary blankets. 
See Vit-O-Net Demonstration at 
A, H. A. Convention, Booth 74, 
Buffalo, Oct. 6-10 


Write for complete information and 
special discount to hospitals 


VIT-O-NET MFG. COMPANY 
4123 Ravenswood Ave., Chicago, Ill. 














CHICAGO 


As usual—something new this year! 


The latest dependable scientific cautery. 


The finest life size model ever imported. Un- 
paralleled in teaching value. 


The gauze and bandage cutting machine. Im- 
proved. A new safety device. /n operation. 


The new fruit juice machine for diet kitchens. 
Never displayed before. In operation. 


See our exhibit—booth 156, Mr. Earle D. Hood in charge 
COLONIAL HOSPITAL SUPPLY CO. 


ILLINOIS 


Always every requirement for the hospital can be had through our intelligent service 




















ON ORD LC INI tee ct 


Other Hospitals using 
Simmons Furniture 


St. Mary’s Hospital 
St. Louis, Missouri 
Michael Reese Nurses’ Home 
Chicago, Illinois 
Montesana Hospital 
Los Angeles, California 
Pennsylvania State Hospital 
Scranton, Pennsylvania 
Dr. Lorenz Restoration 
Hospital 
Oconomowoc, Wisconsin 
Emergency Hospital Nurses’ 
ome 
Washington, a <c. 

St. Paul Sanitarium 
Dallas, Texas 
Fairview Hospital 
Cleveland, Ohio 
Calhoun County Public 
Hospital 
Battle Creek, Michigan 
Lady of the Lake Sanitarium 
Baton Rouge, Louisiana 
Elizabeth General Hospital 
Elizabeth, New Jersey 
St. Joseph’s Hospital 
Omaha, Nebraska 
United Israel Zion Hospital 
Brooklyn, New York 
New City Hospital 
Little Rock, Arkansas 
St. Luke’s Hospital 
Spokane, Washington 
Children’s Hospital 
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Tupelo Hospital, Tupelo, Miss.: Guest room equipped with Simmons Steel Furniture, 
Suite 110, Louis XVI period: finish in Simmons standard colors and American walnut 


“How Will This New Furniture Look in 1934?” 


Ten years’ use offers a hard test for any 
furniture. Yet it is the basis on which 
over a hundred hospitals have selected 
Simmons Steel Furniture for their pri- 
vate rooms and guest chambers. 


Enduring steel insures long life of Sim- 
mons dressers, chiffoniers, beds, tables, 
desks and chairs. Weather extremes and 
steam heat cannot warp or swell them. 
Careless use or accident cannot injure 
their stout panels and welded joints. 
The drawers fit so snugly: moths and 
dust are barred out. Simmons oven- 


M 


baked finishes match Simmons quality 
and construction. Spilled perfume, alco- 
hol, scalding tea—even the crawling 
fire of a forgotten cigarette—leave no 
permanent mark behind them. 


Eight complete suites in period and 
modern designs meet every hospital 
need. Each suite offers 12 to 16 differ- 
ent pieces. Finishes include 7 standard 
color schemes, besides American wal- 
nut and brown mahogany. Write for 
the new catalog to The Simmons Com- 
pany, 666 Lake Shore Drive, Chicago. 


ONS 


Steel ‘Bedroom Furniture 


FOR HOSPITALS and INSTITUTIONS 
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McCray ge yae eg €o., Kendallville, Ind. Booths 164, 
166. . 46, Program Cover. 

Hy Mi pat hacen for all purposes, cold storage 
aye te mortuary equipment, etc. Messrs. R. S. Moses 
and A. McCormick in charge. 
oe ilar Co., New York. Booth 137. 

Medical and nursing books. 

E. W. Marvin Co., Troy, N. Y. Booth 266. 

Nurses’ and other hospital garments. 

Massillon Rubber Co., Massillon, Ohio. Booth 275. 

Surgeons’ rubber gloves and cigarette tubing. Mr. and 
Mrs. L. E. Hankins in charge. 

Walter H. Mayer & Co., Chicago. Booth 179. 

Linens, towels, blankets, etc. Mr. Mayer in charge. 
McClary Mfg. Co., London, Ont. Booth 82. 

Hospital kitchen equipment. 

Meinecke & Co., New York. Booths 102, 104, 183 and 185. 

Hospital and surgical supplies, rubber sheeting and 
other rubber goods, silver tray service, etc. Mr. Johnson 
and salesmen in charge. 


Metropolitan Hospital Supply Co., Inc., New York. 
Booth 19 

Hospital supplies. 

Minute Tapioca Sales Co., Orange, Mass. Booth 247. 

Minute tapioca. 

Ernest Monnier, Inc., Boston. Booth 274. 

Ingram (imported) rubber goods, and chemists’ glass- 
ware. Mr. Wm. J. Bingham in charge. 

Morris Hospital Supply Co., New York. Booth 263. 

Hospital supplies. 

Morse & Burt Co., Brooklyn. Booth 283. 

“Cantilever” shoes. 

Norton Door Closer Co., Chicago. Booth 342. 

Automatic silent door closer. 

Ohio Chemical Co., Cleveland. Booth 177. 

Anaesthesia gas and gas machines, including Ohio and 
Lennox nitrous-oxid and oxygen, Lennox Ethylene and 
ether, Gebauer’s Ethyl Chloride. Messrs. Franklin Hud- 
son, J. H. Hayes and G. B. Close in charge. 





Bath Towels 
Roller Towels 
Kitchen Towels 
Dish Towels 
Round Thread 


Table Cloths 
Table Covers 
Napkins 

Huck Towels 
Face Towels 


BOSTON PHILADELPHIA 


YOUR 


Hospital Linen Requirements 


SHbuld be entrusted with qualified and experienced hospital linen experts only. Baker Linen products include: 


Sheets and Cases 
At the A. H. A. Convention—Booth 106 


H.W. BAKER LINEN Co. 


America’s foremost hospital linen supply house. 
41 Worth St., NEW YORK, N. Y. 
CHICAGO 


Quilts 
Mattress Protectors 
Coats and Aprons 
for Attendants 
Sampson 
Bath Towels 


Sheets and 
Pillow Cases 
Bed Spreads 
Blankets 
Comfortables 


LOS ANGELES SAN FRANCISCO 








It meets the most exact- 
ing requirements of insti- 
tutional use. 


See this and other 


BATTLE CREEK 
Physiotherapy 
Appliances 


on display at our booths 
(200, 249, 251, 253, 255) 
American Hospital Conven- 
tion, Buffalo, N. Y., Oct. 6- 
10, 1924. 


Sanitarium and Hospital 
Equipment Co. 
Battle Creek, Michigan 
“The Home of Physiotherapy” 





Battle Creek Hydrotherapeutic Apparatus Is 
100% Efficient 
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Dougherty’s 
The ‘‘Faultless’’ Line 





Complete Hospital Equipment 








Will Exhibit in 
Spaces 158 and 213 


AMERICAN HOSPITAL ASSOCIATION 
CONVENTION 


Buffalo, Oct. 6 to 10 


H. D. DOUGHERTY & CO. 


_ 17th St. and Indiana Ave. Philadelphia 
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Read 


Samuel Olson Co., Chicago. Booths 316 and 317. Adv. 
p. 40-b, Program Cover. 

Food and dish-handling conveyor systems. Mr. Oliver 
Olson in charge. 
ee Pottery Co., Syracuse, N. Y. Booths 201 and 

“Syracuse” table china, with demonstration of pottery 
manufacturing and decorating methods. Mr. M. Wetmore 
and assistants in charge. 

Overland Electric Co., Chicago. Booth 284. Adv. p. 39. 

Electrotherapeutic apparatus for heat and light treat- 
ment, etc. 

Palmolive Co., Chicago. Booth 181. 

Soaps for toilet and laundry purposes. 
‘Permutit Co., New York. Booth 168. 

Water-softening equipment. 

Pfaudler Co., Rochester, N. Y. Booth 318. 

Glass-lined steel laundry chute. Mr. Kroha in charge. 
Charles H. Phillips Chemical Co., New York. Booth 226. 

Phillips products, including milk of magnesia, phospho- 
muriate of quinine compound and digestible cocoa com- 
pound. Drs. A. W. Stiles and Arturo Lucey in charge. 
Physicians’ Record Co., Chicago. Booth 354. 

Patients’ record and other hospital forms. Mr. Neu 
in charge. 

Albert Pick & Co., Chicago. Booths 240 and 303. 

Furniture, linens, bedding, etc., at the booths; also, the 
Model Kitchen, completely equipped for a 75-bed hospital, 
with Pick and other kitchen equipment and machinery. 
Harvey R. Pierce Co., Philadelphia. Booth 86 

Hospital and scientific equipment and supplies. 
Prosperity Co., Inc., Syracuse, N. Y. Booth 144. 

Garment presses. 

Randles Mfg. Co., Ogdensburg, N. Y. Booth 80. 

Nurses’ uniforms. Mr. Earl Randles in charge. 

Read Machinery Co., York, Pa. Booths 336, 338 and 340. 
Adv. p. 29. 

Three-speed electrically-operated kitchen mixing ma- 
chines, with attachments. Mr. O. R. Read in charge. 
Rhoads & Co., Philadelphia. Booth 187. 

Hosnital textile goods. Mr. Rhoads in charge. 

P. L. Rider, Worcester, Mass. Booth 192. 

Hospital supplies, including rubber goods, enamel ware, 

etc. Mr. Morgan in charge. 








SPENCER MICROSCOPE 
No. 44H | 


The accepted standard of the 


Medical Colleges of 


America 


Used by thousands of hospitals 
and physicians throughout the 
world. 


Reduced Price Effective 


Fully equipped for laboratory 
work with two eyepicces, triple 
nosepiece, three objectives 16 
m/m, 4 m/m and 1.8 m/m im- 
mersion, quick screw  substage, 
condenser, iris diaphragm. Com- 


plete in mahog- 
any cabinet....... $125.00 


New Catalog Just Ready 


SPENCER LENS COMPANY 


Manufacturers 


Microscopes, Microtomes, Delinea- 


scopes, Optical Glass, Optical Meas- SPENCER 


uring Instruments, Dissecting In- 


struments, Etc. 
BUFFALO, N. Y. U.S.A 


Visit our plant while at the 
A. H. A. Convention. 


SPENCER 
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time, labor 
and material 


In a Hospital 
Kitchen, where 
food of quality 
must be prepared 
without delay, the 
use of a Read 3- 
speed Mixer is 
recommended. As 
soon as it is in- 
stalled, it places 
the kitchen in the 
efficient class. 


The savings of 
time, labor and 
material obtained 
by the use of a 
READ run into 
real money and 
oftentimes equal 
the purchase price 
before the end of 
the first year’s 
use. 


Booths 336, 338, 340 
A. H. A. Convention 
Oct. 6-10 


READ MACHINERY CO. 


YORK, PA. 
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To all members and friends attending the 


AMERICAN HOSPITAL 
ASSOCIATION CONVENTION 


At the 106 Field Artillery 
Armory, Buffalo, New York 


October 6 to 10 


A cordial invitation is extended to visit the 


WYANDOTTE BOOTH 
No. 262 


It will be a great pleasure to discuss with you 
the cleaning problems of the Hospital and their 
successful solution. 


THE J. B. FORD CO., Wyandotte, Mich. 
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A. H. A. CONVENTION SUPPLEMENT 


Will Ross, Inc., Milwaukee. Booth 299. Adv. p. 19. 
Hospital supplies, paper goods, etc. Mr. Ross in charge. 
Safety Anaesthesia Apparatus Concern, Chicago. Booth 
363. Adv. p. 26. 
The “Safety” apparatus for the administration of gas 
anaesthesia. Mr. D. G. McCurdy in charge. 
Sanitarium and Hospital Equipment Co., Battle Creek, 
Mich. Booths 200, 249, 251, 253 and 255. Adv. p. 27. 
Physiotherapeutic apparatus and equipment, including 
electric light bath cabinet, spray, massage table, Swedish 
mechanical apparatus, sinusoidal and galvanic apparatus, 
etc. 
W. B. Saunders Co., Philadelphia. Booth 270. 
Nursing and medical books. 
Sayers & Scovill Co., C:ncinnati, O. Opp. Aisle A. Adv. 
aoe ipped mot bul M E. E : vee. 
Completely equipped motor ambulance. Messrs. E. E. I 
Hess, E. R. Stone and H. P. Talcott in charge. Representing your nstitution 
Scanlan-Morris Co., Madison, Wis. Booths 197 and 199. ° 
Adv. p. 25. at its Best 
“White Line” hospital furniture and operating-room 
equipment, including the newest Balfour operating table, 
dressing and instrument sterilizers, obstetrical bed, etc. 
Messrs. Gwyn and Henry Scanlan, Edw. A. Fitzpatrick, _ iin 
Wim. Herzog and Thos. Rudisill in charge. from the inside. 
F. O. Schoedinger, Columbus, O. Booth 117. 3ut when your institution is represented outside 
Hospital furniture and operating tables. by such a car as The Kensington, increased respect 
Ad. Seidel & Sons, Chicago. Booths 66 and 131. and esteem will be accorded by patrons and public 
Jelly-making materials, gelatine desserts, puddings, etc. alike. This distinctive invalid car has won the 
John Sexton & Co., Chicago. Booths 268, 271. Adv. p. 40. highest praise from physicians and hospital officials 
Canned fruits and vegetables, gelatine desserts, tea and the country over. 
coffee, etc., demonstrated to visitors. S. J. Sexton and Let us tell you more of The Kensington—and the 
assistants in charge. better ambulance service it enables you to give. 
J. R. Siebrandt Mfg. Co., Kansas City, Mo. Booth 17. Full particulars will be sent on request. 
“Eveready fracture appliances, including extension ap- See The Kensington on display at the American 
paratus, splints, etc. Mr. Siebrandt in charge. Hospital Convention Exhibit to be held at Buffalo, 
Simmons Co., Chicago. Booths 130, 132, 155 and 157. in October. 


Adv. p. 24. a 
Beds, bedding and metal hospital furniture. Mr. Flynn THE SAYERS & SCOVILL COMPANY 


and others in charge. Established 1876 


John E. Smith Sons Co., Buffalo. Booth 279. GEST & SUMMER STS. CINCINNATI, OHIO 


Meat and vegetable cutters, slicing machines, etc. Mr. 
R. E. Smith in charge. 


The public at large must form its estimate of your 
hospital frem outward evidences. Only a com- 
paratively limited number see your organization 








Drinkwater Food Conveyors 
A Model for Every Method of Service 


Don’t fail to see our Exh’bit at Buffalo 
Booths 280 and 359 


Drinkwater Food Conveyors 
are built for permanence. 
They give perfect service at 
the lowest cost. 

A beautiful article of equip- 
ment you will be proud to 


have in your corridors and 
Note how 
| wards. 


covers are 
utilized as 
serving tables. 








Model No. 60. 


Capacity, 40-50 Meals. (7 THE DRINKWATER CO. 


Monel Metal top, wells and 
covers. Pure Nickel or Wear- 389 Rider Ave. 


ever Aluminum Food Pots. NEW YORK 
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The Three 
Essentials— 









| 

| 

Service—Of ‘necessity a vital factor in all campaigns. Service consists | 
of personal initiative of the highest order—experience—and peculiar | | 

| 





fitness for the task ahead. MARY FRANCES KERN personally 
supervises ali KERN ORGANIZATION campaigns—which is in 
itself a positive guarantee of service in its best and broadest sense. 







| Adaptability—There can be no standard cut pattern for financial cam- | 
| paigns. Each is a separate problem in itself. Each requires special | 
treatment dependent upon existing conditions in a community. To | 
| 
| 
| 












obtain a maximum result these conditions must be known and studied 
| inadvance. MARY FRANCES KERN campaigns invariably follow 
| a comprehensive, painstaking survey so that all special or exceptional 
conditions may be known and utilized. THIS IS ADAPTABILITY 
—the art of knowing what to use and what to discard—to mold a 
fiexible and successful system to meet the needs of the community. 












Integrity—In a decade of successful operation MARY FRANCES | 
KERN has never had a law-suit with a client. Her success has been || 
uniform—her clients satisfied. Their many letters of thanks and | | 

appreciation of her services are available for your inspection. They 

constitute the strongest testimonial to her integrity that we can offer. 

















MARY FRANCES KERN will be present in person at the convention of the 
American Hospital Association at Buffalo, Oct. 6th to 10th, inclusive. If you 
contemplate a campaign ask her counsel and advice. 


MARY FRANCES KERN 


Financial Campaign; 
Room 1340, Congress Hotel, Chicago 
New York Office Toronto Office | | 
256 Broadway 308 Colonial Bldg. | | 



























A. H. A. CONVENTION SUPPLEMENT 


Smitn Supply and Equipment Co., Buffalo. Booth 195. 

Kitchen equipment, refrigerators, etc. 

Southern Aseptic Laboratories, Columbia, S.C. Booth 13. 

Surgical dressing materials. 

Spencer Lens Co., Buffalo. Booth 277. Adv. p 

Hospital laboratory apparatus, including both eink 
lar and binocular microscopes, with improved features, 
microtomes and accessories, and new and improved appa- 
ratus for drawing and projecting. Mr. C. H. Ash in 
charge. 

E. R. Squibb & Sons, New York. Booths 98 and 103. 

Drugs and pharmaceuticals. 

Standard Apparel Co., Cleveland, O. Booth 182. 

Nurses’ garments. Mr. Kaufman in charge. 

Stanley Supply Co., New York. Booths 167 and 169. 
Adv. p. 39. 

Complete hospital supplies, including rubber goods, 
glassware, enamelware, etc. Dr. S. J. Stanley and Messrs. 
Harry Ellis, Jr., S. Fein and Carl Henderson in charge 
Stedman Products Co., South Braintree, Mass. Booths 

346, 348, 350 and 352 

Stedman “Naturized” reinforced rubber flooring. Mr. 
James H. Stedman, president; P. S. Bush, vice- -president, 
and Messrs. C. H. Butcher, Walter Kidder, H. D. Belcher, 
M. J. Tierney, E. A. Bardsley and F. W. Brown in charge. 
H. D. Taylor Co., Buffalo. Booth 193. 

Laundry and institutional supplies, including textiles, 
cleansers, etc. Messrs. E. C. Baker, Geo. H. Finley and 
W. C. Rice in charge. 

Thompson-Plaster Co.. Leesburg, Va. Booth 107. Adv. 
p. 91, Program 40-b. 

Physiotherapeutic equipment, including X-ray appara- 
tus, etc. Mr. Thompson in charge. 

Thorner Bros., New York. Booths 186, 188, 267 and 269. 

General hospital supplies and _ specialties. Messrs. 
Thorner in charge. 

Toledo Cooker Co. (Swartzbaugh Mfg. Co.), Toledo, O. 
Booth 244. Adv. p. 6. 

“Ideal” food conveyors and containers. Messrs. J. B. 

Swartzbaugh and D. D. Ludlow in charge. 























GUARANTEE AGAINST 





CONTENTMENT 


prevail in every Linen Room using the Ap- 
plegate System. Linen marked with Apple- 
gate’s Indelible Ink requires no re-marking. 
Permanent ownership is fixed and absolute. 
Quick and accurate sorting, by sections is 
assured during life of linens. The inexpen- 
siveness of Marker will surprise you. Of 
course, this Ink may be used with Pen, 
Stamp, Stencil or any Marker. Our Ink has 
been the standard for 26 years, and is 


Guaranteed Absolutely Indelible 


Write for information concerning Marker, 
also ask about our Special Ink offer. 


APPLEGATE CHEMICAL COMPANY 
5630 Harper Avenue, Chicago, Ill. 


(Address all mail to above street number) 


At the A. H. A. Convention, Oct. 6-10, 
Booth 286. 

















Patented May 23, 1916. No. 1,183,943 


THE CORBIN 
4-WAY CONTROL VALVE 


DOES THE WORK 
OF FOUR VALVES 


On the Betzco High Pressure Sterilizers, the entire process 
of sterilization is controlled at the front where it can be oper- 
ated without danger of burning the hands or arms. The com- 
bination valve shown above has two gauges, one of which 
indicates steam pressure or vacuum within the sterilizing 
chamber, the other indicates steam pressure in the jacket. 
Combining all controls in one single valve makes the Betzco 
the easiest of all sterilizers to operate. 


THE BETZCO 
EJECTOR 
VALVE 
A POSITIVE 





CONTAMINATED 
DRESSINGS 











Betzco Sterilizers are equipped with a positive safe-guard 
that eliminates all air-pockets and carries off condensation. 
Each sterilizer is provided with an ejector valve, specially 
connected through the system to automatically remove air and 
water during sterilization. The ejector system is so con- 
structed that it remains open during sterilization, but no 
steam is lost. As pressure increases in the sterilizing chamber, 
the ejector system carries off the air, which ordinarily com- 
presses under steam pressure, and forms pockets which cannot 
be penetrated. This system is applied to all dressing sterilizers 
now manufactured by us, and can be installed on the older 
styles of our manufacture at low cost. 


CONVENTION OF THE 
AMERICAN HOSPITAL ASSOCIATION 


The Betzco Exhibit at this year’s session of the American 
Hospital Association, held in Buffalo, will be unusually inter- 
esting. Many new items are being reserved for their first 
showing. 

Representatives of your hospital are cordially invited to 
call at the Betzco spaces to talk things over during the Con- 
vention. It will be a pleasure to meet you again. 


REMEMBER—SPACES 146, 148, 223 AND 225 


FRANK S. BETZ COMPANY 
HAMMOND, IND. 


NEW YORK 
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Note the compactness of this completely “American” equipped laundry at the Eastern Maine 
General Hospital, Bangor, Me. 


A Modern Laundry 
in a Modern Hospital 


At the Eastern Maine General Hospital, Bangor, Me., the 
same care and thought was exercised in planning the laun- 
dry as in laying out the other departments. 


And like many another representative institutional laun- 
dry, it is “American” equipped throughout — complete in 
every detail. 


Though occupying a comparatively small space, this laun- 
dry is at the same time one of the most important units of 
the hospital—turning out, unfailingly, clean white linens at 
a surprisingly low cost. 


Have us give you the details about the saving that “Ameri- 
can” equipment makes possible. And let us tell you of the 
cooperation you may obtain from “American” engineers in 
installing a new laundry or putting your present one on a 
more efficient basis. 


A post card will bring complete information 


The American Laundry Machinery Company 


Norwood Station, Cincinnati, Ohio 


Canadian Laundry Machinery Company, Ltd. 
47-93 Sterling Road, Toronto, Ont., Canada 
Agents: British-American Laundry Machinery Company, Ltd., 36-38 Victoria Street, 
London, S. W.-1, England 





























A. H. A. CONVENTION SUPPLEMENT 


Toledo Technical Appliance Co., Toledo, O. Booth 204. 
Metabolism and anaesthesia apparatus, etc. Mr. I. J. 
Lockwood in charge. 


Troy Laundry Machinery Co., Chicago. Booth 242. Adv. 


pp. 20 and 21 
Complete power laundry equipment, including the Monel 
Metal “Trojan” washer, in charge of demonstrators. 


United States Industrial Alcohol Co., New York. Booth 
28 


“Alcorub” and tax-free alcohol for medical and scien- 
tiic purposes. Messrs. F. S. Steffens and H. J. Obarski in 
charge. 


--" States Rubber Co., New York. Booth 273. Adv. 
. oe 


ot S.” rubber tile flooring, stair treads, rubber mats, 
etc. Messrs. E. C. Kavanagh, R. D. Doane and K. R. 
Dyke in charge. 
Universal Cutter Co., St. Louis. Booth 54. 
Electrical gauze, bandage and cotton cutting machine. 
Victor X-Ray Corporation, Chicago. Booths 252, 254, 287 
and 288. Adv. p. 36. 
“Victor” complete X-ray and related equipment. 
Vit-O-Net Mfg. Co., Chicago. Booth 74. Adv. p. 23. 
Electrical blankets and heating pads. Mr. Wm. F. 
Craddick in charge. 
Vorclone Co., Milwaukee. Booth 124. 
Laundry drying tumblers and fans. 
Wallace & Tiernan Co., Chicago. Booth 207. 
Chlorine therapy machine. 
Waters-Genter Co., Minneapolis. Booth 208. 
Strite automatic electric toasters. 
Wayne Tank & Pump Co., Ft. Wayne, Ind. Booth 229. 
“Rapid-Rate” water softeners. 
Welch Grape Juice Co., Westfield, N. 8 
Welch grape juice will be served, with literature on the 
product as a therapeutic agent. Mr. R. H. Roberts in 
charge 
P.C. West Mfg. Co., Chicago. Booth 320. 
Mechanical can opener. Mr. West in charge. 
Wright Rubber Products Co., Racine, Wis. Booth 145. 
Interlocking rubber tile flooring. Mr. Wright in charge. 








Convenient and Serviceable 
in the Hospital 


DUMORE 
DRINK 
MIXER 


Model Six 
‘“‘Horlick’s”’ 


Greatly facilitates the 
preparation of delicious 
Horlick’s Malted Milk 
drinks for your patients. 





Also used extensively for 
mixing Horlick’s Malted 
Milk and barium sulphate 
as a suspension media in 
X-Ray diagnosis. 


Write for literature 
prices and terms 


Horlick’s Malted Milk Co. 


RACINE, WIS. 





























Sterile hot and 
cold water can be 
had almost _in- 
Stantly with the 
AMERICAN Water 
Sterilizer. Any heat 
medium — steam, 
xas or electricity. 

All valves are 
easily accessible. 
Large, easily read 
thermometers and 
protected - gauge 
glasses are also 
included. 

Visit our exhibit 
at the A. ay 
Convention, 

Booths 291-3 


More economical to own, 


because — 
You need not buy it twice 


There are sterilizers that have been ‘‘done for” 
after two or three years of use; you have heard 
of such cases. 


AMERICAN Sterilizers have always been entirely 
out of the “two-or-three-vyear” class. Some of 
them are giving excellent results today after 
constant service for 18 years. 


As one owner writes: ‘After so many years 
of service, our AMERICAN Sterilizers are as young 
as ever.” 


These added years of efficient service make 
AMERICAN Sterilizers by far the cheapest to own. 

The Water Sterilizer shown above, like all other 
AMERICAN Sterilizers, is built of bronze, brass and copper, 
the “everlasting metals.” As you know, there is prac- 
tically no deterioration whatever when these metals are 
used exclusively. 

Our catalog describes the Water Sterilizer and other 
units of the AMLRICAN line. Write for Catalog S-23D. 


AMERICAN STERILIZER Co., Erte, Pa. 


Originators ef the vacuum-pressure method 
of dressing stcrilization 


Eastern Sales Office: 200 Fifth Ave., New York City 


Sterilizers 


and Disinfectors 





= 
AMERICAN “‘Pack-less”’ 
Valves guard against 
leaks, 
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Victor Equipment in 
X-Ray Department of 
Columbus Extension 
Hospital, Chicago. 


Dr. P. Cutrera, Roentgenologist 





1. Radiographic and Fluoro- 
scopic Room. 

. X-Ray Transformer Room. 
“Snook Special * Combination 
Diagnostic-Deep Therapy 
apparatus. 

. Deep Therapy Room. Using 
the new high voltage Water- 
Cooled Coolidge Tube with 
Victor Cooling System. 


Results Alone /} 
Count 


Physicians and specialized roentgenolo- 

gists who consider only clinical results find that it 
is no more practical to select X-Ray apparatus on 
the basis of price comparison than it is to prescribe 


only drugs of the lowest price. 


Thecharacter of the X-Ray apparatus and of its work 
should alone be the criteria that governs selection. 


Unexpected economies follow when apparatus is 
bought only on its merits. There are fewer tube re- 
newals and an extraordinary saving in photographic 
supplies. Valuable time is saved—both the operator’s 
and the patient's. 

Discriminating physicians and specialized roent- 


Where a new hospital or X-Ray laboratory 


genologists have therefore installed Victor X-Ray 
apparatus. 


“Victor Service Suggestions” is the title of a periodical 
in which eminent authorities describe new advances in 
roentgenology. It will be sent to you gratis upon request. 


VICTOR X-RAY CORPORATION 
236 South Robey St., Chicago, III. 
Sales Offices and Service Stations in All Principal Cities 





HOG 


is contemplated, architects and building com- 
mittees will find Victor Service a reliable 
source of helpful co-operation. Our experi- 
ence gained through equipping hundreds of 
institutions, both large and small, will insure 
against possible costly alterations to building, 
plumbing, wiring, etc., if our service depart- 
ment is consulted when plans are being 
drawn up. 

This initial service represents an ultimate 
economy and a scientifically planned, efficient 
X-Ray laboratory. 

Write our Engineering Service Depart- 
ment, outlining your needs. 
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